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PREFACE 

The increasing use of compressed air makes the subject of 
interest to practitioners in nearly all branches of engineering. 
Besides its more important power applications, such as the 
operation of rock-drills, air brakes, riveting machines, and rail- 
road switching and signalling systems, the uses of compressed air 
are numerous in many minor branches of mechanical engineer- 
ing, in caisson work and the construction of subaqueous founda- 
tions, and in manufacturing industries, chemical works, etc., 
where it serves a multitude of purposes entirely distinct from that 
of the transmission of power. 

^ A realization of the breadth of the field has suggested that a 

book may be acceptable, addressed especially to those who are 
engaged in mining, tunnelling, quarrying, and other work in- 
volving the excavation of rock, with its concomitant operations. 
While the literature bearing upon this branch of compressed-air 
service is by no means small, it is for the most part scattered 
through the technical periodicals and transactions of engineering 
societies, and therefore not readily accessible to those who are 
out of convenient reach of engineering libraries. I am aware that 
little that is new can be said on this subject, and in writing the 

\ book I have availed myself freely of existing sources of informa- 

^ tion. 

^p- In the first part, I have endeavored to present a view of cur- 

^ rent practice as to the construction and operation of compressors. 

/• Portions of the subject are dealt with at some length, such as: 

y the types of compressor suitable for different kinds of service, heat 

, ^ losses occurring in air compression, and the various forms of 

valves, valve-motions, and governing and unloading mechanisms, 

that constitute prominent features of modem compressor practice. 

... 
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PREFACE 



A brief review b given of a few of the fundamental principles of 
air compression, but my intention has been to present only 
enough of the theory to make intelligible the formulas employed 
for the ordinary calculations of the power and capacity of com- 
pressed-air plant, together with the questions concerning tempera- 
ture changes, as affecting the production and use of compressed 
air. Many details of the design of compressors and proportions 
of their parts have been omitted, since these fall properly within 
the province of the mechanical engineer. The second part is 
devoted to the applications to mine service of compressed-air 
transmission of power; including machine drills, pumps operated 
by compressed air, and mine haulage by compressed-air locomo- 
tives. 

Many of the illustrations are reduced or adapted from work- 
ing drawings kindly supplied by compressor builders. Others 
have been taken from catalogues of compressed-air machinery 
and from technical periodicals and books dealing with the different 
types. The origin of these has been stated in nearly every in- 
stance. My thanks are due to several of the technical journals, 
especially Compressed Air Magazine and Mines and Minerals j 
for many suggestions and in some cases for passages extracted 
either in substance or verbatim, from articles therein contained. 
For any important use or adaptation of published material, 
permission has been asked and obtained, and frequent references 
are given in foot-notes or in the body of the text. I also wish to 
acknowledge my indebtedness to Mr. Frank Richards's book on 
** Compressed Air," from which I have derived substantial as- 
sistance. 



ROBERT PEELE, 



School of Mines, Columbia University, 
New York, May, 1908. 
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Part First 



PRODUCTION OF COMPRESSED AIR 



CHAPTER I 

INTRODUCTION 

One of the most important applications of the transmission of 
power by compressed air is the driving of machine rock-drills; 
and to the necessity of providing for these drills a power medium 
suitable for use in mines and tunnels has been due, more than to 
any other cause, the development of the modem air compressor. 

The time which has elapsed since the beginnings of this branch 
of engineering is short. The first percussion rock-drill, operating 
independently of gravity, was invented in 1849 by J. J. Couch, of 
Philadelphia. Though used only experimentally, it embodied the 
principal mechanical features of the modem machine drills, which 
have had such a striking influence in mining and tunnelling. 
Couch's machine, together with its immediate successors, such 
as the Fowle drill (1849-51) and the Cav^ (Paris, 1851), 
were steam-driven and therefore unsuitable for underground 
work. In 1852, the physicist Colladon proposed the use of com- 
pressed air for operating rock-drills, in connection with the driving 
of the Mont Cenis tunnel, in the westem Alps. His idea was de- 
veloped by Sommeiller and others between 1852 and i860, and in 
1861-62 an air-compressor plant was first used successfully at that 

1 



2 COMPRESSED AIR PLANT FOR MINES 

tunnel. It was driven by water power and furnished air for 
ventilation as well as for the drills. 

The transmission of power by compressed air thus dates from 
about the middle of the last century. It is hardly necessar}- to 
say that the early air compressors were crude in both design and 
construction. Sommeiller's first plant, though of large size and 
effectual in fulfilling its purpose, had some resemblance in principle 
to the old hydraulic ram, possessing no moving parts except the 
valves. Piston compressors, driven by steam engines, such as the 
Dubois-Franfois, and more or less similar fundamentally to some 
of the wet compressors still in use, soon made their appearance. 
Probably the first compressors built in the United States were 
those employed at the Hoosac tunnel, in western Massachusetts, 
in 1865-66. The Burleigh, Norwalk, Clayton, and Rand compres- 
sors were among the earlier makes in this country. 

But the Mont Cenis tunnel, about eight miles long and com- 
pleted in 1 87 1, the first connecting link through the Alps be- 
tween the railway systems of France and Italy, was undoubtedly 
the field where were fought out on a large scale the initial problems 
of compressed-air production and use; and to Sommeiller is due the 
honor of having laid the foundations of new practice, by which that 
great work was brought to a successful completion. From 1857 
to 1 861 the tunnel headings had bc^n progressing slowly and in 
the face of great difficulties. Drilling was done by hand labor 
and blasting by black powder, the average advance for this period, 
in each of the two headings, being only about one and a half 
feet per day. At this rate, even granting that the work could 
have been finished at all by the means employed, over forty 
years would have been required to connect the headings and 
years more to complete the enlargement to full section. With 
machine drills, the speed of advance in each heading rose to four 
and three-quarters feet per twenty-four hours and later, when 
dynamite was introduced, to a little over six feet; this average 
being maintained for a period of six years. 

Machine drills did not make their way into mining to any extent 
for some years after their successful application to tunnel dri\'ing. 
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It is difficult now to name the mining district in this country where 
they were first used, but their most important trial was probably 
in the Calumet and Hecla copper mine, Michigan. After strong 
and concerted opposition from the miners, the Rand drill was 
introduced there in 1878, and the value of machine drilling for 
hard ground was soon demonstrated by decreased costs of drifting 
and stoping and higher speeds of advance. 

Compressed air has now a wide application in various branches 
of mechanical engineering and the arts and manufactures. In this 
book it is intended to deal only with its production and uses in 
connection with mining and tunnelling operations. Its two rivals 
in these fields of work are steam and electricity, regarding which 
a few general considerations may here be mentioned. 

As compared with steam, compressed-air transmission of pow- 
er is especially valuable and convenient for three reasons : first, its 
loss in transmission through pipes is relatively small; second, the 
troublesome question of the disposal of exhaust steam underground 
is avoided ; third, the exhausted air is of some* assistance in ventilat- 
ing the working places of the mine. In large mines, where steam 
may be carried thousands of feet, down shafts and through lateral 
workings, for operating pumping engines, etc., the disadvantages 
attending its use become very apparent; the amount of condensa- 
tion is serious, even when the piping is provided with good non- 
conducting covering, and the working efficiency falls to an abnor- 
mally small figure. Furthermore, aside from the heat produced 
by the use of steam, it is rarely feasible to employ efficient con- 
densers for underground engines other than pumps, on account of 
the difficulty of obtaining the necessary condensing water and the 
additional space required. If the exhaust be discharged into the 
mine workings, even though they are large and well ventilated 
and the volume of the exhaust steam comparatively small, the 
temperature and quantity of moisture in the air would be con- 
siderably increased. Deterioration of the timbering is thereby 
hastened, the roof and walls of the workings are softened and 
slacked off, especially in collieries, and the mine atmosphere is 
rendered oppressive and unwholesome. 1 he presence of hot steam 
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pipes in confined workings, or in the narrow compartments of 
shafts, is also objectionable. 

Although the loss from condensation in long steam lines may 
be diminished by covering the pipe with efficient non-conducting 
material, still, even with the best covering, the effective pressure at a 
distant underground engine is greatly reduced, and very uneconomi- 
cal working is the result. On conveying steam a distance of several 
thousand feet the pressure may be reduced to half the boiler press- 
ure, or even less. For example, in the case of a pump, or other 
engine, situated 2,000 feet from the boiler and using 200 cubic feet 
of steam per minute at a boiler pressure of 75 pounds, with a 
four-inch mineral-wool-covered pipe, the effective pressure at the 
engine would be only about 58 pounds; or, with a poor covering, 
like some of the asbestos lagging often used, it might easily be as 
low as 35 pounds. For compressed-air transmission, on the other 
hand, the reduction of pressure for the same volume of air, size of 
pipe, and initial pressure, would be 9.3 pounds, giving a terminal 
pressure of 65.7 pounds. However, as the speed of flow in pipes 
for economical transmission is greater for steam than for air, a 
comparison based solely on piping of the same diameter cannot 
justly be made. In the above example, if the diameter of the pipe 
were smaller the gain in reduced radiation would outweigh the in- 
creased f rictional loss, and the net loss would be diminished. Since 
the f rictional loss varies inversely, and the loss from radiation 
directly, with the diameter, the size of the steam pipe can be so 
proportioned as to produce a minimum loss under the given con- 
ditions. With compressed air the case is different, since the ques- 
tion of radiation is eliminated. If the diameter of the pipe be 
increased to 5 inches the loss of pressure, or head required to over- 
come friction, is reduced to 2.8 pounds and increasing the distance 
to one mile it would be only 7.4 pounds. Furthermore, the in- 
creased cost of the larger air pipe would be offset by the expense 
of the non-conducting covering necessarj' for steam transmission. 

Thus, compressed air may be conveyed long distances with but 
small loss of pressure, and is readily distributed for application to a 
variety of underground uses, for which steam is not practicable. 



INTRODUCTION 5 

Compressed air is always ready to do its work, and, aside from 
leakage of transmission pipes, which is in large measure pre- 
ventable, suffers no loss nor diminution of power when not in 
actual use. For performing work intermittently y at a distance from 
its source, it is therefore particularly valuable, because the air press- 
ure is maintained nearly constant during inter\'als of work, with- 
out further expenditure of power. With steam transmission, on 
the contrary, power is continually dissipated by radiation, whether 
in use or net, and a steam engine, when stopped for any length of 
time, loses much of its normal working temperature and becomes 
a receptacle for water of condensation. 

Though in mining compressed air is employed mainly for oper- 
ating machine drills, other applications arc found in the driving of 
underground hoists and pumps in confined workings. Mechanical 
coal cutters, for mining bituminous coal, are sometimes operated 
by compressed air, and the employment of compressed-air loco- 
motives in mines and extensive tunnelling operations furnishes an 
example of its capacity for storing power, in contradistinction to its 
function as a power transmitter. The introduction of compressed- 
air drills has facilitated the rapid driving of long railroad and 
mining tunnels, which otherwise would have been greatly delayed 
or completed only with extreme difficulty. Had compressed-air 
power, together with the high explosives, not been available, it may 
well be doubted whether the great tunnels through the Alps and 
elsewhere, and the numerous long mine tunnels driven in recent 
years in this country, would have been at all practicable. 

Without attempting to review in detail the comparative merits 
of electricity and compressed air, it may be pointed out that the ap- 
plication of electricity for transmitting power in mines has increased 
enormously in importance during the past twenty-five years. The 
peculiar requirements of mine service have been in nearly all cases 
successfully met by modifications and adaptations of standard forms 
of electric apparatus. Both means of power transmission possess 
characteristics which adapt them particularly for underground 
work. But, although by virtue of its numerous successful applica- 
tions, electricity has become a rival of compressed air in most 
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branches of mine work, their spheres of usefulness are not identical 
and the field is broad enough for both. It is often stated that the 
first cost of an electric plant is lower than that of an equivalent com- 
pressed-air plant. A bix)ad generalization, however, does not cover 
the case. There is actually but little difference between the costs 
of the power plants themselves, the advantage being generally 
with the compressor. Considering the question of the transmission 
of a given power, the cost of the electric conductor line for short dis- 
tances is much less than that of compressed-air pipe; but the cost 
of the electric line increases as the square of the distance, while the 
cost of the pipe line increases only as the first power of the distance. 
Hence, a point is soon reached where compressed-air transmission 
becomes the cheaper. It is in the greater efficiency of generation 
that electric power has the advantage. 

In one direction only has electricity failed hitherto to meet every 
requirement. While compressed-air drills, though far from being 
economical considered simply as machines, nevertheless admirably 
fulfil their purpose, no perfectly satisfactory electric rock-drill has 
yet been produced. However, this problem has for years been 
receiving much attention from electricians, both in this countrj' and 
abroad, and there is reason to anticipate a successful solution in the 
near future. The Temple "electric-air" drill, brought out some 
four years ago, and already well tested under a variety of conditions, 
may be referred to here as a remarkably efficient and ingenious 
machine, but it is not an electric drill in the ordinary meaning of 
the term. It is rather a combination of a compressed-air drill, 
operated by a small, electric-driven compressor which is mounted 
on a truck close to the drill itself. As there is no exhaust, the same 
air being used over and over, one of the incidental advantages of the 
ordinar)' air drill is missing, viz,, that of assisting somewhat in 
ventilating the mine workings, in those places where ventilation is 
most needed. Keeping this in mind, together with such minor 
uses of compressed air as the cleaning of drill holes preparatory' to 
charging, and driving out the smoke of blasting from working 
places, it seems doubtful whether, for underground mining, electric 
drills of any kind can be expected to supersede entirely those oper- 



INTRODUCTION 7 

ated by compressed air. Given the necessity for a compressed-air 
plant for the rock-drills, as is the case in most metal mines, it may 
often be more advantageous to provide the additional compressor 
capacity required for driving underground pumps, hoists, and other 
machines as well, than to erect a separate and distinct plant for 
generating electricity. 

Because of the view usually taken of the lack of economy 
in the operation of compressed-air drills, it has been customarj' in 
the past to consider compressed air in general as a form of power 
respecting which the questions of convenience and expediency are 
more weighty than the attainment of a high degree of efficiency. 
In recent years, however, as the principles of air compression have 
become better understood, a substantial improvement has taken 
place, not only in the design of the compressors themselves, but also 
in the installation of pipe lines and in the operation of the machines 
using the compressed air. The consequences of overloading a 
compressor, and thereby driving it beyond its proper speed, arc now 
comprehended by every intelligent master mechanic as being wholly 
different from those produced by overloading a steam engine. 
The results of leaks in air pipes, and of using air mains of too small 
a diameter, are also understood and avoided. Better practice pre- 
vails in the field, and in the production, transmission, and use of 
compressed air a much higher total efficiency is now realized than 
was formerly thought possible. 



CHAPTER II 
STRUCTURE AND OPERATION OF COMPRESSORS 

An air compressor consists essentially of a cylinder in which 
atmospheric air is compressed by a piston, the power for driving 
which may be derived from a steam engine, water- wheel, or electric 
motor. The afa- cylinder is almost invariably double-acting, and 
as such is provided with inlet and discharge or delivery valves in 
each cylinder head. On the fon^ard stroke the air b compressed 
by the advancing piston, while the decrease in pressure, or, as it is 
commonly termed, the tendency to form a vacuum, behind the pis- 
ton causes the inlet valves to open under atmospheric pressure, thus 
allowing the outside air to flow into the cylinder. At each stroke 
a certain volume of compressed air is forced from the cylinder 
through the discharge valves, into a pipe leading to a large reservoir 
or receiver, whence the air enters the transmission pipe or main. 

Before considering the operation and various appurtenances of 
the air and steam cylinders, it will be well to examine the general 
mechanical structure of the compressor and the modes of applying 
the power. Probably no single classification of air compressors 
can be made sufficiently comprehensive to present intelligibly all of 
their salient features. In attempting a classification three widely 
different bases of comparison suggest themselves. First, several 
clear distinctions result from a consideration of the general struc- 
tural characteristics of air compressors regarded purely as engines; 
second, they may be classed according to the mode of dealing with 
the heat necessarily produced during compression of the air; and 
third, the numerous and varying types of valves and valve-motions 
devised in modem practice for controlling the distribution of the 
air in the compressing cylinders constitute a basis for comparison 

8 
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which, though not so simple as the others, is in some respects 
quite as useful and important. 

The first classification only will be given here, the others being 
taken up respectively in Chapters IV to VI and VII to IX. Air- 
brake and gas compressors, vacuum pumps and other special forms 
of air-compressing machinery are not included, as this book will 
not deal with compressors other than those which are applicable to 
mine service. 

Under the first classification and taking the steam-driven com- 
pressor as the type form, four subdivisions may be named : 

1. "Straight-line" Compressors. In these, which are made by 
all builders, the steam and air cvlinders are set tandem on a common 
piston-rod. They are always provided with a pair of fly-wheels, 
one on each end of the crank-shaft, vv'hich are driven by outside 
connecting-rods from a cross-head between the steam and air 
cylinders. Their structural form is thus simple and compact to a 
marked degree. Figs, i and 2 illustrate a Laidlaw-Dunn-Gordon 
straight-line compressor, with Meyer valve gear, a section of the 
steam c}4inder being shown in the plan and of the air cylinder in 
the elevation. Fig. 3 is a perspective view of an Ingersoll-Rand 
straight -line compressor. 

2. Duplex Compressors, (a) Two engines are placed side by 
side, each being complete in itself and consisting of tandem steam 
and air cylinders, with their cranks set at 90 degrees on a common 
fly-wheel shaft. Each side of the duplex is in effect a straight-line 
compressor. They are almost invariably horizontal, and the steam 
cj'linders are always nearest the crank-shaft. Figs. 4 and 5 show 
a type of the duplex compressor, (b) One air and one steam cylin- 
der, side by side, with a common crank-shaft, may in one sense 
be classed as duplex, though its operation is entirely different 
from (a) in the disadvantageous distribution of the load. While 
obsolete in America, this form is occasionally adopted by some 
European builders for special purposes. It is not well balanced, 
occupies at least three times the floor space of a straight-line com- 
pressor of the same capacity, and requires more expensive founda- 
tions. 
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3. Compressors with 
Compound Steam Eods. 

(a) Duplex, horizontal, 
cross-compound; a simple 
or single-stage air cylinder 
being set tandem to each 
steam cylinder. This form 
is now rarely used. The 
considerations leading to 
the compounding of the 
steam end make it desirable 
to adopt stage compression 
for the air end, (b) Verti- 
cal compound; the air cyl- 
inders being placed respec- 
tively above the high- and 
low-pressure steam cylin- 
ders. This also is a some- 
what unusual design. It is 
ad\'antagcous in saving 
floor space, though this con- 
sideration is rarely of con- 
sequence at mines. As an 
example, the King-Riedler 
compressor may be cited 
{Fig. 6).* Some very lai^e 
plants of this type, up to a 
capacity of 8,ocq cu. ft. of 
free air per minute, have 
been built for South Afri- 
can mines. Vertical com- 
pressors have the disadvan- 
tage of being complicated 
and dii^cult to maintain 
and repair. 

•From American Hackinisi, 
Oct. i6lh, iQoi, p. 1,475. 
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4. Compound or Stage Compressors, in which the air cylinders 
themselves are compounded. The air end may be of the double-, 
triple-, or quadruple-stage type, according to the air pressure to be 
produced.* Stage compressors are now made by nearly all 
builders in the United States, and compose the most important class 
of air-compressors for general use. (a) Straight-line form, as in 
(i ). These have two-stage air ends, some having compound steam 
ends also. Fig. 7 shows the longitudinal section of a Norwalk 
compressor, with compound steam cylinders and Figs. 8, 9, 10 and 
II, respectively Norwalk, Leyner, and Sullivan compressors, with 
simple steam cylinders, (b) Duplex steam end, with two-stage 
air cylinders. A longitudinal section of a Sullivan compressor 
of this class is given in Fig. 12, and a perspective view of a recent 
type of Leyner compressor in Fig. 13. (c) Duplex, cross-com- 
pound steam end, with two- to four-stage tandem air cylinders. 
These are designed for large plants only, and are widely used. 
When provided with air cylinders of more than two stages they are 
intended for special high-pressure service, such as furnishing air 
for underground compressed-air locomotives. Figs. 14 and 15 
show the general plan and side elevation of a Riedler, and Figs. 
16 and 17 similar views of an Allis-Chalmers Corliss compressor 
of this class; Fig. 18 is a perspective view, and Fig. 19 a repro- 
duction of a working drawing, in plan and elevations, of a Laidkw- 
Dunn-Gordon compressor, which will further illustrate this type. 

As based on structural characteristics, compressors may also be 
classified as: (a) Direct-driven by steam- or water-power — ^the 
motor end being directly connected with the air cylinders. Among 
water motors the bucket or impulse wheels are best adapted to this 
service; (b) Belt-driven from independent motors: steam-engines, 
water-wheels, or electric motors. These are built by most of the 
American makers, and are in common use for mine and other 
service. Chain-driven and direct-geared compressors are also 
occasionally employed, as noted hereafter. 

* It may be noted that the Norwalk Iron Works Co. was the pioneer in the 
field of stage compression, having begun in 1880-8 1 to build this type of com- 
pressor for ordinary' service. 



14 



COMPRESSED AIR PLANT FOR MINES 




B 

o 
U 

c 
o 

•E 

o 
O 

c 
c 
:3 

Q 



1^ 



O 

(1* 



strcjctcbe: and operation of coupressors 15 




i6 



COllPBESSED AlK PLANT FOS MINES 



So-called " half -duplex " compressors arc furnished when re- 
quired. They consist of either the right- or left-hand half of a du- 
plex compressor, an extended crank-shaft and out-board pillow- 




. 6. — KinK-Riedler Compouml Vcnical Two-Slage Compres 
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block being provided temporarily. An advantage of this form is 
that, if only a comparatively small quantity of air is needed for a 
time — as during the development of a mine or the sinking of a 
shaft — one-half of a duplex compressor may be installed at 
first, the second half being readily added when required. The 
capacity is thus doubled at a moderate cost. 

Comparison of Types of Compressor 

The straight-line compressor is largely employed for rather small 
plants or for temporary service. It is compact, strong, and self- 
contained, the entire engine being carried by a single bed-frame 
and requiring a relatively inexpensive foundation. The floor 
space occupied is much less than for the duplex form. The air 
and steam cylinders are just far enough apart to allow the cross-head 
and guides to be placed between them. From the cross-head the 
fly-wheels are driven by connecting-rods on each side. By using a 
pair of fly-w^heels each is made smaller and lighter than if there were 
but one, and the moving parts are better balanced. WTiile useful 
for moderate air pressures and fairly constant loads, and satis- 
factorily filling an important field of w^ork, the straight-line com- 
pressor is not capable of operating with the steam economy de- 
sirable and even essential in plants of large capacity; nor is it 
self -regulating at much less than, say, forty percent, of its full load. 
These compressors are usually made of capacities from the smallest 
up to 1,700 or 1,800 cu. ft. of free air per minute, the last-named 
sizes developing from 275 to 300 horse-power. Further details of 
the operation and distribution of load in these compressors are given 
on page 28. 

The duplex compressor is always preferable to the straight-line 
for large plants. It is better adapted to varying loads, arising 
from differences of air pressure, because thj resistance is more 
uniformly distributed throughout the stroke. Hy reason of its 
quartering cranks it may be run at extremely slow speeds without 
stopping on a center; and it is self-regulating and capable of deal- 
ing economically with a mnge of load down to considerably less 
2 
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D one-quarter or onc-lhird of its normal, As a rule, the friction 
i (total horse-power consumed by friction of ihe engine) of the 
duplex compressor is no greater and is often less than that of a 
straight-line of the same capacity. For large Corliss compressors, 
in good order, this loss may be put at not over five [o seven per 
cent.* Willie these rtiiurcs are sometimes equalled by the best 




raight-line compressors, it is safe to say that the loss in ihe latter 
fes generally higher. 

Of late years the Corliss type of engine has come into general 

|se for driving large duplex compressors, especially when com- 

lunded in both steam and air end, as its valve gear is well adapted 

r dealing with the variations of air pressure under which com- 

sressors are usually calUil on lo work. By the majority of builders 

Sic Corliss \alve gear is employed, at least for large plants, for the 

"air as well as the steam cylinders. 

The foundation of the duplex compressor is necessarily more 

•Inlhisconnection. sccanuniclcby J. Piirko Channing, in Minrs and Slhiir- 
tf May, igo.;, p- 47>, cunUining Itic results of an efficivncy lesl un n joo-tl.-P. 
npmind, two-stage Nnrdbprg Corliss compreisor. at the Bumt-Burra mint ot 
e Tennessee Copper Cu. Its efficiency was found to be 78.1 per cent. Uilal. 
!-powcr lonsumrd by friction was only ;.i per cent. 
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ex[>ensive than that of the straight-line, and roust be substantially 
built if perfect alignment is to be maintained. Each pair of C}'lin- 
ders are solidly connected, either by trunk-frames or heavy tie- 
bolts. A complete girder-frame may be pro\Tded (Figs. lo, 12) to 
avoid any possibility of movement. The tandem steam and air 
cylinders on each side are best placed far enough apart to prevent 
the same portion of the piston-rod from passing alternately into 
each stuffing-box. The reasons for this are: firsts the piston-rod 
is apt to wear differently in the two stuffing-boxes, so that it becomes 
difficult to keep them well packed and tight ; second, in this con- 
struction the steam and air piston-rods are made in separate parts, 
coupled together between the c>'linders. This is a matter of con- 
venience in making repairs, when it becomes necessary to take the 
compressor to pieces; also, the air \'alves, when of the poppet 
form and in the c}'linder head, are more accessible. An incidental 
advantage of the duplex compressor is that, as each half is com- 
plete in itself, one side may be disconnected for repairs or when a 
smaller capacity is temporarily desired. 

Compressors with Compound Steam Cylinders. The advantages 
in point of c»conomy secured by compounding the steam end of air 
compressors are even more striking than in the case of ordinary 
stationar)' engines, for two reasons : Firsty because the conversion 
of power from one form to another is necessarily attended by some 
loss, and should therefore be conducted as economically as possible; 
second, because, as will be shown hereafter, the operation of 
compressing air involves [jarticularly unfavorable load conditions. 
The valuable features of the duplex compressor become most 
apjKirent when the steam cylinders are compounded and furnished 
with a proper condenser. In plants of any size, a steam saving of, 
say, t v;cnty percent, may thus be rt^adily attained, not only by getting 
the full expansive |)Ower out of the steam, but also by avoiding 
frecjuent loss of jH)wer ihie to imperftrl s{>et*d regulation and con- 
secjuent blowing olT of air at the relief or siifety \*alve. 

Stage Compressors in rivent years have come into general use 
for mining and other ser\ice. li is now rax^gnizixl that even for 
onlinary pressures of, s;iy, seveniy-tive [HUinds, such as are com- 
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monly employed for machine drills, a saving in steam consumption 
can be realized. In elevated mountain regions, where so much min- 
ing is carried on, the advantages of stage compression are still greater 
than at sea-level, as is sho\Mi in Chapter XIII. The duplex form, 
with both steam and air ends compounded, exemplifies the highest 
lyi)e of comjjressor. There is no material increase in the number 
of moving j)arts, except valves; the greatest range of steam ex- 
l>ansion is oblainablt», because the work done in the air cylinders 
is more nearly ecjualized, and the compressor may be made self- 
regulating over its entire range of load. Thermodynamically, the 
efiiciency of stage compression dei)ends largely on the proper use 
of water-jackets for the cylinders, and the size and design of the 
intercooling apjxiratus between the air cylinders; a subject much 
better understood now than formerly. Stage compression is dis- 
cussed in detail in Chapter VI. 

Operation of Steam-driven Compressors. A steam-driven air 
compressor operates under j)wuliar conditions; app>earing to 
work under a disiidvantage which does not obtain in ordinary 
steam engines. This will be understood by inspecting the com- 
bined air and steam indicator cards of a simple straight-line com- 
pressor (Fig. 20). At the beginning of the stroke the air in front 
of the piston is at atmospheric pressure. As the piston advances 
the pressure al first increases slowly, while toward the end of the 
stroke it rises very rapidly. In other words, the resistance in the 
air cylinder varies from zero at the beginning of the stroke to its 
maximum near the end. The jx)wer developed in the steam cylin- 
der, on the contrary, when working as usual with a cut-olT, is in 
exactly the reverse order. The initial steam pressure may be even 
lower than the final air pressure, though the mt^an effective pressure 
in the steam cylinder is greater than the mean effective in the air 
cylinder, as shown by the diagram. For example, with an initial 
steam pressure* of sixty jx)unds, air may be compressed to eighty 
pounds or more. This result is obtainai bv the use of heavv flv- 
wheels and recij)rocating jjarts, for carr}-ing the engine over its cen- 
ters, storing up the sur[)his i)Ower in the early part of the stroke, and 
giving it out toward the end. It follows that there is a marked want 



30 COMPRESSED AIR PLANT FOR MINES 

of smoothness in the running of compressors, which causes severe 
strains in the moving parts. This is specially noticeable in the 
simple straight-line type, which, .when the air in the receiver is up 
to gauge pressure, will often be brought almost to a standstill and 
barely turn over the centers. It would thus appear that only a 
small ratio of expansion in the steam cylinder could be employed, 
and in fact some of the older forms of straight-line compressors 
took steam throughout nearly the entire stroke. But the difficulty 
is met, and greater economy made px)ssible, by the inertia of the 
fly-wheels. The dimensions of the steam and air cylinders in 
simple compressors are proix)rtioned for a cut-off of from f to J 
stroke. 

In most of the simple straight-line compressors the steam cylin- 
der is provided with an adjustable cut-off valve (Fig. i ). This valve 
a is composed of two i>arts and, moving on top of the main valve, 
controls ports in the latter through which steam is admitted to the 
main ports. It is operated by a separate eccentric on the fly- 
wheel shaft, and by means of the hand -wheel 6, outside of the end 
of the valve chest, may readily be regulated without stopping the 
compressor, according to the varying pressure in the receiver. By 
manipulating this valve the compressor may be prevented from 
sticking on a dead center, notwithstanding considerable variations 
in receiver pressure. 

A number of arrangements have been devised in the past to 
equalize the power and resistance, by varying with respect to one 
another the positions of the air and steam cylinders and their 
cranks. For example, in the earlier forms of the Burleigh, De la 
Vergne, and IngersoU compressors, the cylinders, instead of being 
parallel to each other, were placed at 90*^, with the cranks at 30^. 
In the old Rand and Waring, of 1876, the cylinders were set at 45^, 
the steam cylinder being of the oscillating pattern. The object of 
these and other similar devices was so to time the movements of 
the air and steam pistons that the power developed in the steam 
cylinder should be at its maximum when the air piston was just 
completing its stroke. But such constructions are deficient in 
strength and rigidity. They require heavier and more expensive 
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engine frames and foundations, and have not given satisfactor}' 
results. 

In the duplex type, as already explained, the lack of equali- 
zation between power and resistance is minimized, the most favor- 
able distribution and the highest degree of economy being attained 
in duplex stage compressors with compound steam cylinders. 

Proportions of Cylinders. It is customary to build compressors 
with a short stroke, as this is conducive to economy in compres- 
sion, as well as the attainment of a proper rotative speed. A short 
stroke is of special importance in simple straight -line compressors, 
because the power and resistance are more nearly equalized than 




Fig. 20. — Combined .\ir and Steam Cards. 

with a long stroke. The motion is less jerky and there is less 
liiibility of stopping on a center. With a long stroke, and relatively 
small diameter of cylinder, the piston would travel some distance 
under a constantly increasing resistance; then, after the discharge 
valves open, it would advance a considerable distance farther under 
a uniform resistance, while adding nothing to the amount of useful 
work. It should be noted, however, that the loss of capacity of the 
compressor due to piston clearance is less for a long than a short 
cylinder of the same diameter. In ordinar}' single-stage, slide- 
valve compressors the usual ratio of length of stroke to diameter 
of steam cylinder is i } to i or i J to i. In some makes, such as the 
okler Rand compressors, the ratio was considerably greater, vanning 
from I J or I § to I. The length and diameter of steam cylinders in 
some recent designs arc nearly equal. Quite different practice 



32 COMPRESSED AIS PLANT FOR MINES 

prevaik, however, in the design of duplex Corliss compressors. In 
these are found such variations in the proportions of steam cylin- 
ders as: 12'' X 30'', i^" X 42^ 20'' X 42^and 30'' X 6o^ 

The relative diameters of the air and steam cylinders depend 
obviously on the steam pressure carried and the air pressure to be 
produced. In mining operations there is usually but little varia- 
tion in these conditions. For rock-drill work, the air pressure is 
generally from sixty to eighty pounds. Of late, however, the appli- 
cations of compressed air for manufacturing purposes have so 
multiplied that some builders furnish compressors with steam and 
air cylinders of a great variety of proportions, for producing 
pressures of from ten to 120 pounds per square inch. 

Compressors Driven by Water-Power. When available, water- 
power furnishes a cheap and convenient means of driving air 
compressors. Impulse or tangential wheels, such as the Pelton, 
Knight, orRisdon,are best adapted for this service, the wheel being 
mounted directly on the crank-shaft, as shown by Fig. 21. This 
cut is of a 1 6^^ X 30^^ compressor, built by the Risdon Iron Works 
for the Goleta Mining Co. It is driven by a sixteen-foot wheel under 
a head of 300 ft. Figs. 22 and 23 show plan and elevation of an- 
other compressor by the same makers. Plants similar to this are 
built by the Compressed Air Machinery Co., Ingersoll-Rand Co., 
and other makers. Since the power developed is uniform through- 
out the revolution of the wheel, water-driven compressors should be 
of the duplex type, in order to equalize the resistance as far as 
possible. The rim of the wheel is made extra hea\7, to supply the 
place of a fly-wheel. This is illustrated by Fig. 24, of an Inger- 
soll-Rand compressor driven by a Pelton wheel. 

To obtain the best efficiency, the peripheral velocity of an im- 
pulse wheel should be theoretically one-half the velocity of the jet 
of water from the nozzle. It follows that high heads of water in- 
volve correspondingly high peripheral velocities, and if the wheel 
be of small diameter a belt-drive would be required. But belting 
or gearing can generally be avoided, except when for any reason 
a turbine-wheel is adopted. Belt transmission is always disadvan- 
tageous, on account of the loss of power (say, eight to ten per cent.) 
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and the cost of deterioration of the belting. Practically in all cases 
an im[)ulse wheel can be made of large enough diameter to run at 
a peripheral spetxl which will insure economical use of the i^'aler, 
while still giving a sutViciently low rotative speed for direct -con- 
nectcKl compressor cylinders. In accomplishing this with van- 
heavy hejids, water-wheels are sometimes made of great size. 

Figs. 25 and 2() illustrate a well-knoiMi and interesting plant 
at the North Star Mine, Grass Valley, Cal., where a thirty-foot 
Pelton wheel drives a 3oo-horse-[X)wer, four-cylinder, two-stage 
compressor. The wheel makes sixty-five revolutions per minute 
under a hrad of 773 ft., with a single 1} inch nozzle. The C)'l- 
inders are single-acting (to obtain more efficient cooling of the air 
and make it easier to detect piston leakage) and measure 30 and 18^ 
inches X 30 inch stroke. To avoid building excessively kigh 
foundations, as would othenvise be nccessarv for a wheel of this 
si/.e, and also to furnish a substantial support for the gearing, the 
cylinders are set on angular frames at 30*^ to the horizontal. In the 
lower left-hand comer of Fig. 25, the intercooler is shown, sub- 
merged in the tail race, a fctitureof the plant of no small advantage 
in pRMlucing a thorough cooling of the air without expense. The 
s|)ur wheel on the main shaft, with its accompanying pinion, is 
provided for operating the comj)ressor, if necessar}' at any time, by 
a synehn)iu)us electric motor (shown in outline to the left, in Fig. 
j(>). At the extreme left of Fig. 26 is a small auxiliary water- 
wheel, for starling the motor and putting it in synchronism.* 

At the Morning Mine, near Mullan, Idaho, is another large 
water driven two stage compressor, of an entirely different de- 
sign. Til ere are four cylinders, a high- and a low-pressure being 
set tandem on each side of a set of three Pelton whwls, moimted 
on the cnink shaft. .V large volume of water, under a head of 140 
feet, iMieliveriil through 8,000 feet of tlume and 400 feet of pressure 
pipe, ihiving two u foot wheels. Two other streams, piped respec- 

♦Tlu" U'vil gi*ars tlriven fmm tlu* s|»ur and pinion do not ftirm part of this 
plant. TIk'v wrrr u^nl at om* timi* to ilrivo another ionipix*>-;*>r. For a more 
di'taih'd di'MTiptiun of this ronipn-ssor. the illustratii»ns nf wliich witi* kindlv sent 
to the writir ]»y it«i «li'sij»ncr, Mr. K. A. Rix, ?ci' American Mtichinht, Xo\Tmber 
10th, iSoS, ji. S<i. 
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tivcly liand i mile, produce heads of i.Moand 1,420 feet. These 
dri\e a 33-foot Pehon wheel (probably the largest in the world), 
placed on the compressor crank-shaft between ihe smaller wheels. 
The central wheel is driven by separate jets from the high-pressure 
lines, and on account of their difference in head, the diameter 
adopted for this wheel is a mean between the diameters theoretically 
necessarj- for obtaining a peripheral velocity properly proponioncd 




Rg. 25.— Water-Driven Compressor at (he North Star Gold Mini 
(Side Elevation.) 



to each head. An actual mean peripheral speed of 8,000 feet per 
minute is attained. To control the water under these great heads, 
which correspond to pressures of about 490 and 610 pounds per 
square inch, slow-acting gate valves are provided, with by-passes 
for use in starting and stopping. The nozzles are arranged to be 
deflected clear of the wheel, in case it should be necessary to stop 
the compressor quickly. 

Each pair of cylinders are 33^ and 18 inches respectively x 42- 
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inch stroke working at a piston speed of 560 feet. The low- 
pressure cylinders compress to about 30 pounds, the high-pressure 
to 90 pounds. Inter- and after-coolers arc placed in the tail-race 
of the smaller wheeb. A positive valve-motion is employed for 
both inlet and discharge val\es, which are of the Corliss type. On 
each side, parallel to the center line of the compressor and geared 
to the crank-shaft, is a long shaft. Geared to the latter in turn are 




t ihe N^nh Star Gold Mine, California. 



short shafts which carrj- the valve eccentrics. As the discharge 
valves must open when the pistons are moving at nearly their 
maximum velocity (800 feet per minute), an auxilian' dash-jx>t is 
provided for allowing ihem to open automatically under the 
cylinder pressure, the positive eccentric motion cloi^ing them. 

Indicator cards from this compressor show il to be highly effi- 
cient. An average of a number of cards givts mean prc'ssures of: 
low-pressure cylinder, 17.86 pounds; high-pressure, 41.14 pounds; 
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combined, 30.46 pounds. The mean theoretical adiabatic and 
isothermal pressures, corresponding to the combined mean are, 
respectively, 36.94 and 28.5 pounds. During the tests the ob- 
served temperatures were: cooling water, 38°; air at discharge 
from low-pressure cylinder, 135°; air at high-pressure inlet, 46°; 
high-pressure discharge, 140°; on leaving the after-cooler, 62°. 
Mean atmospheric temperature, 55° and of the cooling water 38°.* 

Provided there is a sufficient volume of water, impulse wheels 
may be used with quite low heads, by introducing multiple nozzles, 
directed tangentially at two or more points of the periphery of the 
wheel. To prevent the water from splashing over the compressor, 
the wheel is enclosed in a tight wooden or iron casing. The force 
of the water may be regulated by an ordinary gate- valve; but if 
the head be great it is always desirable to use a special slow-moving 
gate (as noted above), to avoid danger of rupturing the pressure 
pipe in case the compressor is suddenly stopped. Turbines are 
obviously not so well adapted for operating compressors as the 
impulse wheels. A method of compressing air by the direct action 
of falling water is described in Chapter XV. 

Belt-Driven and Geared Compressors. These are often con- 
venient, and are furnished in a number of styles and sizes by com- 
pressor-builders. The fly-wheel is replaced by a large belt-wheel, 
with an extra heavy rim to give it sufficient weight, Fig. 27. Power 
may be derived from an engine already installed for other purposes, 
or from a water -wheel or electric motor. Since electric transmission 
of ix)wer has come into general use in mining regions, a belt-drive 
from a motor is frequently advantageous when there is sufficient 
floor space. Some of the compressor-builders have introduced a 
** silent- chain" drive, for use when it is desired to place the motor 
close to the compiessor and on the same bed-frame, and at the 
same time avoid the use of gearing. It has a high efficiency (about 
ninety-five per cent.) and may be employed for transmitting up 
to, say, 200 horse-power. 

Although a belt-drive is preferable to gearing, at least for a com- 

♦This plant, described in American Machinist^ September 26th, 1901, was, 
like that at the North Star mine, designed by Mr. E. A. Rix. 
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pressor erected on the surface, geared electric -driven sets are some- 
times used, a spur-gear on the crank-shaft engaging with a pinion 
on the armature. Single-reduction gearing will generally answer. 
This design has been adopted even lor large plants, as, for example, 
at a recent two-stage installation of the Comjaiiia dc Penoles, 
Mexico. By giving sufficient diameter and weight to the spur- 




FlO. 37. — I ngereol I -Sergeant Slraighl-Line, Belt-Driven Ccnnpressor. 



wheel, it not only produces the low piston speed ncccssan-, but 
scn-es also as a fly-wheel. Raw-hido pinions arc dt-sirabk> to 
reduce the noise of the gearing. Induction motors are suitable for 
such sen-ice, as they are capable of running economically under 
wide variations of load. It may be addi-d that the small, high- 
speed Christcnsen compressor is well adapted for gearing directly 
to a motor, thus forming a ver\- compact machine for uses where 
lightness or portability is essential. Under proper conditions, an 
electric-driven compressor may be erected underground, near (he 
point of application of the air power. Though some loss is in- 
evitable in converting electric energj- into compressed air power. 
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this may be offset in some circumstances by considerations of 
convenience of installation. When the electricity is generated by 
water-power in large quantities, as in many Western mining dis- 
tricts, the cost per horse-power compares favorably with that of 
steam-driven compressors. 

Note. It is unnecessary, and in fact hardly practicable, in a 
book that is not intended to be a trade publication, to describe 
separately and in detail all the numerous makes of air compressors. 
In the foregoing chapter some of the well-known compressors are 
instanced, for the purjx)se of illustrating various features of design. 
The same remark may be made with regard to the descriptionsof air 
valves, etc., in Chapters VII, VIII, and IX. It must not be under- 
stood, however, that the compressors specifically referred to in this 
book are considered the only good ones, nor that the author, by 
omitting to mention and to insert cuts of all compressors, desires 
thereby to discriminate against those that are perhaps less well 
known only because they are the product of recently established 
builders. Most of the compressors made in Europe, including 
many excellent machines, are omitted altogether, though references 
to interesting features of the valve-motions of some of them will 
be found under the appropriate heads. 

An alphabetical list, which, while incomplete, comprises the 
names of most of the American compressor-builders, is given below. 



Allis-Chalmers Co. 

American Air Compressor Works. 

Chicago Pneumatic Tool Co. (Frank- 
lin compressor). 

Christensen Motor-Driven Compressor 
(Allis-Chalmers Co.). 

Clayton Air Compressor Works. 

Compressed Air Machinery' Co. 

Franklin Iron Works. 

Heron & Bury Manufacturing Co. 



Ingersoll-Rand Co. 

Knowles Steam Pump Works. 

Laidlaw-Dunn-Gordon Co. 

Leyner, J. Geo., Manufacturing Co. 

McRicman Drill Co. 

New York Air Compressor Co. 

Nordl)erg Manufacturing Co. 

Norwalk Iron Works Co. 

Rix Compressor and Drill Co. 

Sullivan Machinery Co. 



Vulcan Iron Works. 



CHAPTER III 

THE COMPRESSION OF AIR 

In the production and use of compressed air occur serious losses, 
which to a large extent are unavoidable. Even in the best com- 
pressors the efficiency, or ratio of the force stored up in the com- 
pressed air to the work which has been expended in compressing 
it, rarely exceeds seventy-five per cent, and often falls below sixty 
per cent. To understand the causes of these losses it will be neces- 
sary to study the principles involved in the operation of compres- 
sing air. This study is advisable, also, before proceeding to a 
description of the air end of the compressor. Several definitions 
may first be given : 

"Free air" is a term commonly used in dealing with the subject 
of air compression. It is simply air at normal atmospheric press- 
ure, as taken into the cylinder of the compressor. But since 
atmospheric pressure varies with the altitude above sea-level, and 
with the barometric reading at any particular time or place, it 
follows that the expression "free air" has no precise general sig- 
nification, with respect to the pressure, volume, and temperature of 
the air. At sea-level it is in reality "compressed air," at the normal 
atmospheric pressure of 14.7 pounds per square inch. As com- 
monly employed the term means air at sea-level pressure, and at 
a temperature of 60° Fah. 

The absolute pressure of air is measured from zero, and is equal 
to the assumed (or obser\'ed) atmospheric pressure plus gauge 
pressure; ordinary gauges registering pressures in pounds per 
square inch above atmospheric pressure. 

Absolute temperature is the temperature as measured from the 
"absolute zero" point, which is 491.4° F. below the freezing- |X)int 
of water, or say 459° below zero Fahrenheit. For example, ()o° F. 
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of thermometric temperature is equivalent to an absolute tem- 
perature of 459° + 6o°=5i9° F. 

There arc two fundamental laws governing the behavior of air 
and gases under compression, and according to which the relations 
existing between volume, pressure, and temperature may be ex- 
pressed. The first law (Boyle's) is: At a constant temperature the 
volume occupied by a given weight of air varies inversely as the 
pressure. This condition is expressed by the equation: 

P V=P' 7'= constant; or^ = y,; in which 

7= the volume of the given weight of air (or gas) at the freezing- 
point and at a pressure P; F' = the volume of the same weight 
of air at the same temperature and at any pressure, P' (the pres- 
sures being absolute pressures). 

For example, if a quantity of atmospheric air be compressed 
at constant temperature to 0.147 of its original volume (the atmos- 
pheric pressure being 14.7 pounds), a pressure of 100 pounds per 
square inch is obtained; when compressed to 0.074 of its original 
volume, the pressure becomes 200 pounds, and so on. 

The following table* shows the weight and volume of dry air, 
at temperatures from 0° to 212° F., and at atmospheric pressure: 

Table I 



Temperature 
Degrees t ah. 


Weight of 
one Cubic Foot 


Volume of one 
Pound in 


Temperature, 
Degrees Fah. 


1 

. Weiffhtof 
one CuDic Foot 


Volume of one 
Pound in 


in Pounds. 
.0863 


Cubic Feet. 


in Pounds. 


Cubic Feet 





11.582 


no 


.0697 


14-345 


10 


.0843 


11.834 


120 


.0685 


14-596 


20 


.0827 


12.085 


130 


.0674 


14.847 
15.098 


30 


.0811 


12.336 


140 


.0662 


32 


.0807 


12.386 


ISO 


.0651 


15-350 


40 


.0794 


12.587 


160 


.0641 


15.601 


50 


•0779 


12.838 


170 


.0631 


15-852 


60 


.0764 


13.089 


180 


.0621 


16.103 


62 


.0761 


13-141 


190 


.0613 


16.354 


70 


.0750 


13-340 


200 


.0602 


16.605 


80 


•0736 


13-592 1 


' 210 


•0593 


16.856 


90 


.0722 


13-^43 ! 


212 


.0591 


16.907 


100 


.0710 


i4.o(;4 


1 
1 







* From D. K. Clark and Applcton's '* Applied Mechanics." 
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The production and use of compressed air, if governed solely 
by the law stated above, would be a simple matter. But during 
compression heat is generated, and when the air is allowed to ex- 
pand back to its original volume this heat is given up. The 
internal work, manifested by the development of heat, is independ- 
ent of the time occupied by the compression. This condition is 
expressed by the second law, that of Charles and Gay-Lussac, viz.: 
When under constant pressure, the volume of a gas expands or 
contracts for each degree rise or fall of temperature, from freezing 
to boiling, by a constant fraction of the volume which it occupied at 
the freezing-point. Expressed in another way, the volume of a 
gas under constant pressure is nearly proportional to the absolute 
temperature. The equation may be written: V' = V (i X fl/°)- 
The complete relations between pressure, volume and tempera- 
ture are expressed by the equation: P'V' = PV (i X o/°), in which 
P' and V represent the pressure and volume of a given weight of air 
(or gas) at f* Fah. above the freezing-point, P and V the pressure and 
volume of the same quantity of air at the freezing-point, and a the 
coefficient of expansion of air, which is practically constant and 
is ver}' nearly j^ on the Fahrenheit scale. Hence, for a rise in 
temperature of i° F., the volume of the air increases by :f^j of the 
volume occupied at the freezing-point, under the same pressure, 
491° F. being the absolute temperature below freezing. 

The practical application of this law is that the development 
of heat reacts upon the air under compression, and increases the 
pressure which would be due merely to the reduction in volume. 
By cooling the compressed air to its original temperature the press- 
ure would be rcxluccxl to the normal amount, according to the first 
law. That is, the heat produced by the comf)ression of a given 
volume of air corresjx)nds in degree to the cold resulting from 
the expansion of the same quantity of air back to its original 
A'olume and pressure. It is evident thai this property of air 
has an important application in the production and use of com- 
pressed air. 

Two other statements may be deduced from what precedes: 
I. Under constant pressure the volume of air varies dirt^ctly as the 
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absolute temperature; 2. The volume being constant, the absolute 
pressure varies directly as the absolute temperature. 

The heat generated during compression and corresponding to 
different pressures is shown by the following table, the volume at 
normal atmospheric pressure being i, at a temperature of 60° Fah. : 



Table II 



Pressure in 
Atmospheres. 


Absolute Pressures, 

Pounds per Square 

Inch above 

Vacuum. 


Volumes in 

Cubic Feet, 

Adiabatic 

Compression 


Final 
Temperatures, 
Degrees Fah. 


Corresponding 

Increases of 

Temperature. 


1. 00 


14.70 


1. 000 


60.0 


00.0 


1.25 


18-37 


0.854 


94-8 


34.8 


1.50 


22.05 


0-750 


124.9 


64.0 


2.00 


20.40 


0.612 


175-8 


115. 8 


2.50 


36.70 


0.522 


218.3 


158.3 


3.00 


44.10 


0.459 


255-1 


195. 1 


3-50 


51.40 


0.411 


287.8 


227.8 


4.00 


58.80 


0.374 


317-4 


257-4 


5.00 


73 • 50 


0.319 


369-4 


309-4 


6.00 


88.20 


0.281 


414.5 


354-5 


7.00 


102. go 


0.252 


454.5 


394 -S 


8.00 


117.60 


0.229 


490.6 


430.6 


Q.OO 


132-30 


0.211 


523-7 


463.4 


10.00 


147.00 


0.195 


554.0 


494.0 


15.00 


220.50 


0.147 


681.0 


621.0 



From this table it is seen that the rate of increase of temperature 
is not uniform, but diminishes as the pressure rises. Thus, from 
I to 2 atmospheres the increase is 115.8°; from 2 to 3, 79.3°; from 
3 to 4 atmospheres, 62.3°, etc. The quantity of heat developed 
during compression may be calculated by the following formula:* 

Q= ^r — X Nap. log. - , in which 

Q = quantity of heat in thermal units (calories). 

R = constant = 96.037 (French unit) or 52.96 (English unit). 

t= absolute final temperature in degrees centigrade, corre- 
sponding to v. 

J = value of one thermal unit = 1,390 foot-pounds (or 772 foot- 
pounds if English units be used). 



* Zahner, " Transmission of Power by Compressed Air," p. 109. 
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V and V = volumes of air in cubic feet, at beginning and end 
of compression. 

As the rise in temperature due to compression is proportional to 
the ratio of the final absolute pressure to the initial absolute pressure, 
the quantity of heat generated during compression at high altitudes 
to any given pressure, and v<iiua« 

the consequent loss of ., 5 5 5 W 5 3 3 
work, is greater than at 
sea-level. 

The diagram, Fig. 28, 
is takt-n from " Compressed 
Air Production," by \V. L. 
Saunders. It is, in real- 
ity, two diagrams, com- 
bined to save space, Firsl, 
beginning at the lower left- 
hand comer, and cuning 
upward, are ihc adiabalic 
and isothermal compression 
lines. Their intersections 
with the horizontal anil ver- 
tical lines give ihe volumes 
of the unit of air when sub- 
jected to any given pressure, 
by reading the figures at 
the top, and right- or left- 
hand margin of the dia- 
gram. The initial volume 
is taken as i,and thcs[>aces *""'" '*'* 

between the horiionlal and vertical lines are each one-tenth. 
The resulting volume is independent of the initial tcmj>era- 
ture of the air. The corresponding prcs-sure may be read 
in terms of either gauge or aimos]»heric pressure. Second, be- 
ginning at the lower right-hand corner of the diagram, and rising 
toward the left, are the lines of temjjeraiure, the assumed initial 
temperatures being o", 60° and iog" F. The tcmix-rature corrc- 
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spending to any given pressure is read on the lower margin. It 
should be observed that these heat cur\'es are those of adiabatic 
compression. 

It follows from the results obtained above that if the temperature 
of the air be allowed to rise during compression a loss of work ensues. 

Modes of Conducting the Operation of Compression. Theo- 
retically, air may be compressed in two ways: 

1. The temperature may be kept constant during compression, 
the heat generated being abstracted by cooling devices as fast as it 
is developed. In this case the pressure of the aii varies according 

F V 

to the equation P V = P'V^', or — = — , and compression takes 

place isothermally; that is, the compression cur\'e of an indicator 
diagram would be an isothermal curve. 

2. The temperature maybe allowed to rise unchecked during the 
period of compression ; there is no transference of heat, either by 
radiation or by cooling devices. The rise in temperature increases 
the pressure that would be due to reduction of volume only. In other 

words, the pressure rises faster than the volume diminishes, and 

p/ V 

— is no longer equal to, but is greater than — . To form an equa- 

y 

tion, -— must be increased. This is done by introducing an ex- 

V 

ponent n, which raises all values of — to a power whose index has 

P' / V \ " " ^'^^ 
been found to be 1.406. This gives -p- = (777) > which is 

the equation of adiabatic compression. (The specific heat of air 
at constant pressure is 0.2375, and its specific heat at constant 
volume is 0.1689. "^^^ exponent n is the ratio between these 

specific heats, viz.: '-^tt- = 1.406.) 

.1689 

The relations between the two conditions of compression b 
shown graphically by Fig. 29. By laying oft' to scale the volumes 
of air on the horizontal line of the diagram, the corresponding 
pressures at different points of the stroke of the compressing 
piston are measured on the verticals. The adiabatic curve rises 
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more rapidly than the isothermal, according to the law. There- 
fore, in compressing adiabatically a quantity of air to a given 
volume, more work is expended than if the compression were 
effected isothermally. Perfect isothermal compression cannot be 
attained in practice. Even with the best cooling arrangements the 
compressor would have to run at an extremely slow speed, and be 
of very large size, to approach closely the condition of isothermal 
compression. On the other hand, if the air 
compressed adiabatically could be kept hot 
until used, the loss of the additional work 
which was expended in compressing it 
would be prevented. But neither can this 
be done. The air 

is almost always aa^^^^t^^^^' 

conveyed to con- ' 
siderable distances 




Vacoam 



before it is used, ^''^- ''^• 

and the loss of heat by radiation from the pipes soon reduces the 
pressure to that corresponding with the temperature of the sur- 
rounding atmosphere. In practice, therefore, neither of these 
theoretical methods of compression is possible; a combination or 
modification of the two is employed, the net result depending upon 
the degree of perfection of the compressing engine and of the cool- 
ing arrangements provided. 

As shown on the diagram, the actual line of compression must 
lie somewhere between the adiabatic and isothermal lines. When 
compressing in a single cylinder to sixty or eighty pounds pressure, 
and at a piston speed not exceeding 300 feet per minute, it is 
probable that about one-half of the total possible cooling is all that 
may be expected.* The aim is to begin compression with the air 
at a low initial temperature, and to bring the compression line as 
close as possible to the isothermal line. Next, it is of the utmost 
importance that the air shall be cooled thoroughly during com- 
pression and before it leaves the cylinder. Any subsequent cooling, 
whether in the receiver or in the air main, must entail loss. 

♦ Frank Richards, " Compressed Air," p. 66. 

4 
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As a matter of fact, the abstraction of heat during compression 
in ordinary practice is very imperfect. Some distance must be trav- 
ersed by the piston, in compressing the air, before there is any 
considerable rise in temperature, and until the temperature does 
rise no cooling can be effected. In other words, the abstraction of 
heat does not begin at the beginning of the stroke. The temper- 
atures of the air taken into the cylinder and of the water used for 
cooling are likely to be nearly the same, so that all the possible 
reduction of temperature in any one cylinderful of air must take 
place in a period of time less than that occupied in making the 
stroke. Most of the cooling is done necessarily in the latter half 
of the stroke. It should be noted, moreover, that soon after the 
compressor begins running the cylinder itself becomes quite hot 
and heats the air during intake. For this reason the total amount 
of cooling to be effected is greater than that which is required to 
abstract the heat developed during the compression of a given 
volume of air to a given tension. In modem dry compressors of 
fairly large size, and running at full working speed, the com- 
pression line is usually much nearer the adiabatic than the iso- 
thermal cun^e, and often follows the adiabatic curve quite closely. 

There are two methods of absorbing the heat produced by 
compression : 

1. By introducing cold water into the air cylinder. 

2. By cooling the cylinder from without, enveloping it in a 
cold-water jacket. 

Machines of the first class are known as "wet compressors"; 
those of the second, "drj^ compressors." 

The values of the coefficient n in the equation already given, 

P' /Vx" 

— = f — j , liave been found for the different systems of compres- 
sion. As has been stated, in the case of purely adiabatic compres- 
sion, with no cooling arrangements, w = 1.406; in ordinary single- 
cylinder dry comprc^ssors, provided with a water-jacket, n is 
roughly 1.3, while in the best single-stage wet compressors (with 
spray injection) n becomes 1.2 to 1.25. In the poorest forms of 
compressor the value »= 1.4 is closely approached. It should be 
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added that for large well-designed compressors with compound air 
cylinders and efl&cient intercooling, the exponent w, referred to the 
combined indicator cards, may be as small as 1.15. This result 
has been obtained, for example, from a 2,000 horse-power, two- 
stage compressor at Quai de la Gare, Paris. 



Compression 
Without Cooling 




Fig. 30. 



Effect of 
Water Jacket 




Fig. 31. 



Effect of 
Spray IrUection 




Fig. 32. 

Thediagrams, Figs. 30, 31, and 32, show the relative positions 
of the several compression lines, the areas between the compression 
and isothermal lines being shaded in each case. These are not 
actual indicator diagrams. They are intended approximately to 
represent the relations between the different lines, under the con- 
ditions named. 



CHAPTER IV 

WET COMPRESSORS 

Although during the past fifteen years wet compressors have 
become almost obsolete in the United States, it is necessary to give 
some attention to them, not only because many are still used in 
Europe, but also because a discussion of their design and operation 
will lead to a better understanding of the comparative merits of 
the systems of cooling employed in the modem dry compressors. 

Wet compressors are of two kinds . 

1. The so-called hydraulic- plunger compressors, in which water 
is introduced in bulk into the air cylinder, and b injected also in 
the form of spray. 

2. Those in which the cooling water is injected in the form 
of fine spray or jets only. 

Compressors of the first type comprise some of the earliest forms 
of air compressor. One of the best of this class is the modernized 
Dubois-Franfois, built at Seraing, Belgium. It has been widely 
used in Europe, for mining and tunnelling operations, and it is 
worth noting that, up to about 1877, one of them was employed at 
the Sutro tunnel, Nevada. Another well-known compressor of 
the same class, but of different design, is the Humboldt, made at 
Kalk, near Cologne, Germany. One of these also was erected 
at the Sutro tunnel, and did excellent work. A brief description 
of the old Humboldt compressor (Fig. 33) will serve to explain the 
principle and construction of these machines. 

The water constitutes a piston for compressing the air; an 
ordinary plunger, like that of a pump, moving in a horizontal 
cylinder filled with water. At each end of the cylinder, and con- 
nected with it by an easy curve, is a vertical air chamber. The 
upper ends of these chambers are provided with the necessary air 
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inlet and discharge \-alves. As ihc piston reciprocates, the air 
is drawn alternately into one air chamber and compressed in the 
other, by the rise and fall of the water level. At the end of each 
stroke the air compressed by the rising mass of water in the air 
chamber passes through the discharge valves into the receiver. 
As the air is in contact with the water a [(artial cooling is effected, 
and to prevent the water itself from becoming healed a constant 
circulation must be maintaincii. A further cooling is brought 
about by the injection of sprays from a small force pump into the 
cylinder and vertical air chambers. The pump is operatul from 




Fig. 33.— Humbi>ldc Wl-i Comprc: 



the cross-head of the comjtri'ssor iiself. This type of compressor 
is simple, and if the sprays K' copious the air is (|uite effectually 
cooled; but it is generally limited to mther slow speeds (only 100 
to 150 feet piston s|X'fd ]>er minute or k-ss in some cases), on ac- 
count of the inertia of the body of water. This is about one-third 
to two-fifths of the piston s|>ccd of moflem <!ry compressory, and 
it follows that such engines are comjaratively heavy and bulky for 
a given output of air, bc'sides requiring e.x|>ensive foundations. It 
b claimed, however, that a more recent form of Humboldt wet 
compressor can be run successfully at s|K'eds of 300 to ^bo feet per 
minute, the lem|>erature of the air al dischai^e being kept at 77° to 
80° Fah.* This is such remarkably good work that the results arc 
open to qui'Slion, as far as regular, normal service is concerned. 
Lower speeds are certainly advisable for this form of compressor. 
• P. K. Bjorling, CoUUry Guardian, Oct. iil, i8i)6, yp. 619-6^0. 
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The machines arc made of large size and are heavily and sub- 
stantially built. Violent shocks are apt to be caused by attempting 
to run at high s[>eeds, for which reason the vertical air chambers 
join the cylinder with a curve of long radius to ease the movements 
of the mass of water. 

Fig, 34 shows a late type of the Hanarte wet compressor, many 
of which have been built for French and Belgian mines, and also 
for use in connection with ice-making plants. They are generally 
(rf large size, and are found to be highly efficient when run at piston 




10. 34. — Hanarie Wet Comprfssor. 

speeds of 250 to 275 feet per minute. An advantage of the splayed 
out vertical ends of the cylinders is that large inlet and delivery 
valves can be placed in the cylinder cover or head, moving vertically 
and being readily accessible. Sprays are used in addition to the 
water in bulk. 

A difficulty with wet compressors of this class is that an efBcient 
circulation of cold water is not easy to maintain. Only a small 
quantity of fresh water can be injected at each stroke, and without 
copious sprays the cooling is imperfect. This is due to the fact 
that, although the mass of water kept in motion in the cylinder and 
air chambers is large, there is between it and the air only a sur&ce 
contact. Since water is a poor conductor of heat, under these 
conditions it can hardly be questioned that the air is cooled more 
by contact with the relatively krge area of the wet cylinder walls 
than by its contact with the small superficial area of the rising and 
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falling water. Another disadvantage is that the compressed air 
delivered from the cylinder is practically saturated with moisture. 

Compressors of the second class, in which the cooling water is 
used only in the form of jets or spray, constitute an improvement 
upon the older design, in being much less cumbrous and per- 
mitting a higher working speed. This method of cooling was first 
applied by Colladon, at the St. Gothard tunnel. Though these 
compressors are still frequently used in Europe, they have given 
way in great measure to dry compressors, and in American practice 
have become almost obsolete. The air cylinder does not differ 
materially from that of the dry compressor. A small water pipe is 
tapped into each cylinder head and fine spray is injected in front 
of the piston while compression is taking place. 

Undoubtedly this system is superior to that involving the use of 
water in bulk. Since the water is in a state of fine division a rela- 
tively large surface of contact is presented, and the air is kept 
thoroughly saturated with moisture during compression. Zahner, 
in his ** Transmission of Power by Compressed Air,'' p. 28, states 
that Colladon 's St. Gothard compressors, "which were run at a 
piston speed of 345 feet, and compressed the air to an absolute 
tension of 8 atmospheres (103 pounds gauge pressure), gave an 
efficiency which never descended below 80 per cent, while the 
temperature of the air never rose higher than from 12° to i5°C. 
(53° to 59° F.).'' The temperature of the injection water is not 
stated, but must have been very low to obtain such remarkable 
results. 

A dry compressor may be converted into a wet compressor 
merely by providing the cylinder with water jets. The injected 
water collects in the cylinder until enough is present to fill the piston 
clearance spxice at the end of the stroke. Then any additional 
amount of water is forced out at each stroke with the compressed 
air through the discharge valves into the air receiver. From the 
receiver the water is drained away from time to time. As the pis- 
ton clearance in well-designed compressors is extremely small, very 
little water can remain in the cylinder to be churned back and forth 
by the piston. The water used for injection should be as pure and 
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cold as possible. Gritty water must never be employed, as it 
would injure the cylinder, piston and valves. 

A proper injection apparatus should fulfil three conditions: 

1. The injection must commence at the beginning of the 
stroke and continue to the end, against the advancing piston. 

2. There should be a thorough diffusion of the water in the 
form of spray throughout the cylinder. By mere surface contact 
water takes up but little heat. Even a single strong jet is quite ef- 
fectual, however, because on striking the piston it is thoroughly 
broken into spray. 

3. A definite volume of water should be injected, the quantity in- 
creasing with the pressure under which the compressor is working; 
that is, with the quantity of heat generated. If the quantity of 
water used be insufficient to abstract the heat, a large amount of 
moisture is taken up by the warm air and carried into the receiver 
and piping. 

The heat units developed by compression having been cal- 
culated, the quantities of water required for different pressures 
are shown in the following table.* The average temperature of 
injection water may be taken as, say, 68® Fah., and is considered 

Table III 



Pressures. 


Heat units 

developed by 

compression 

in one pound of 

free air. 


Pounds of water to be in- 
jected at 68° F. to keep final 
temperature at i04<> F. 




Gauge 

pressure. 

Pounds. 




Above 

vacuum. 

Atmospheres. 


Per pound of 
free air. 


Per cubic foot of 
free air. 


2 

3 

4 

5 
6 

7 
8 

9 
10 

12 


14.7 
29.4 

44.1 
58.8 

73.5 
88.2 

102.9 

117. 6 

^3^-3 

161. 7 


58.310 

92.390 
116.627 

135.388 
151.700 

163.735 

174.937 
184.865 

193.701 

209.090 


0.734 
1. 164 

1.469 

1. 701 

1. 891 

2.063 

2.204 

2.329 

2.440 

2.634 


0.056 
0.089 

O.II3 

0.130 
0.144 
.0.158 
0.168 
0.178 
0.186 
0.201 



* This table is taken in part from that given by Zahner, "Transmission of 
Power by Compressed Air," p. i lo, English units being substituted for French. 
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as having accomplished its work if it leaves the cylinder at 104® 
Fah., these temperatures corresponding, respectively, to 20° and 
40° C. 

There is no practical advantage to be gained by using an 
excessive quantity of water, and care should be taken to inject no 
more than is required. The additional cooling effect of a greater 
mass of water in the cylinder would be but small — as has been re- 
marked under wet compressors of the first type — and more {X)\ver 
would be consumed in pumping the water into the cylinder and 
then forcing it out again through the deliver)' valves. 



CHAPTER V 
DRY COMPRESSORS 

In the dry system of compression no water enters the air cylin- 
der except that which is carried as moisture in the air itself. All 
the cooling during compression, aside from radiation, is eflfected by 
a water envelope, or ** jacket," surrounding the cylinder, and in 
which cold water is kept constantly circulating. 

Fig. 35 shows the longitudinal section of a Nordberg jacketed 
air cylinder. (Reference may also be made to Figs. 2, 5, 7, 10, 19, 
and other cuts of longitudinal sections, as illustrating different 
types of jacketed cylinders.) The cylinder is enclosed in an outer 
shell, leaving an annular space, J J, to be occupied by the water. 
Besides the annular jacket nearly one-half the area of each cylinder 
head is also covered by water jackets, K K. The remainder of the 
end areas is occupied by the suction and delivery valves, as shown. 
The air-delivery valves are sometimes placed radially, close to the 
cylinder ends, whereby a larger proportion of the area of the heads 
can be jacketed. This is true, for example, of one or two of the 
Laidlaw-Dunn-Gordon patterns. 

In Fig. 35 the circulation of water is effected by pipes connecting 
with the openings A and B, respectively for inlet and discharge. 
To cause a proper circulation the spaces enclosed by the jacket are 
subdivided. The cold water enters at A, and after circulating 
through the annular and end jackets J J, K K, is finally discharged 
at B. The smaller jackets on the cylinder heads are designed to 
surround the valves and air passages as completely as possible, in 
order to exert the maximum degree of cooling. At C is a drain 
pipe through which the jacket is blown out occasionally to clear 
it of sediment. 

In some makes of compressor, the annular jacket is divided by 
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vertical partitions, so ihat the cold water entering at the top 
passes first around about one-fifth o( the length of the cylinder 
nearest each end. The water then circulates around the middle 
portion, and is discharged at the top. Although in this arrange- 
ment the fad is recognized that at the end of the stroke, where the 
air pressure is highest, the greatest amount of heat is generated; 
still, in some of the same designs little, if any, of the cylinder-head 
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Fig. J5. — Air Cylinder of Nordbcrg Compressor. 

area is jacketed, because of the mode of placing the inlet and dis- 
charge valves. This would seem to be a defect because, on 
approaching the end of the stroke, the pislon rapidly covers the 
annular jacket, leaving a verv' small part of its area available for 
cooling the hot compressed air while being discharged from the 
cylinder. It is at this point of the stroke that large end jackets are 
most valuable. 

The jacket of one of the La idlaw- Dunn-Gordon designs (Fig. 
36) is cast with eight longitudinal partitions, extending alternately 
from each end of the cv'Iindcr nearly to the opposite end. The 
water, which enters near the top, is forced to travel back and forth 
between the partitions and from one end of the cylinder to the other 
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until it is finally discharged. An active circulation is thus main- 
tained. For furnishing the cooling water a tank is often provided, 
set at some elevation above the compressor, or a small pump may 
be employed. 

Naturally, a partial cooling only can be effected by w'ater- jacket- 
ing the air cylinder. Much depends on the speed at which the com- 
pressor is run. In the best single-stage compression, to say seventy 
or seventy-five pounds, and at not over 300 feet piston speed, it is 
doubtful whether more than about one-half of the total possible 

P' / V \ " 
cooling can be effected ; that is, in the equation -— = ( — 1 , n would 

be equal to, say, 1.22 to 1.25. Heat is generated faster than it can 
be abstracted, and only a portion of the volume of air passing 
through the cylinder comes into direct contact with the cooling sur- 
faces. It is important, therefore, that as much as possible of the 
total cylinder surface be covered by the jacket, and that the piston 
speed be moderate. But, in a dr\' compressor, as the air is com- 
paratively free from moisture, some heating is not so objectionable 
as it would be in a wet compressor. As a matter of fact, the cylin- 
der, discharge pipe, and even the receiver, arc usually quite hot 
when the compressor is running at full speed; oftwi too hot to be 
touched with the hand. In a plant at Birmingham, England, with 
well-jacketed cylinders, and compressing only to forty-five pounds, 
a temperature of the air at delivery has been observed as high as 
28c® F. In this case the compressor is large, so that the super- 
ficial area of the jackets is small as compared with the volume of 
the cylinder. It is probable that the heat of compression in 
dry compressors ranges from 200° to a maximum of 400° F. for 
the ordinary pressures used in mining, though it does not often 
exceed 350°. Care should be taken not to allow the temperature 
to rise above this point.* At a large mine in Montana, the writer 
has observed the thin wrought-iron deliver)* pipe of a fifty-drill 
compressor red-hot for a distance of nearly six inches from the 
cylinder shell. Driving compressors at too high a speed (when not 

♦ T. G. Lees, Trans. Federated Inst. Mining Engs., Vol. XIV, p. 569. See 
also Chapter XIII of present volume. 
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large enough for their work) is often the cause of the poor results 
complained of by some users of compressed air. 

In some compressors the inner shell of the air cylinder, i.e., 
between the cylinder and water-jacket, has been made of hard 
brass, which by its high conductivity assists in carrying off the 
heat. With the same end in view, the cylinder walls should be as 
thin as is consistent with safety. 

Besides its function of cooling the air during compression, the 
water-jacket of a dry compressor is indispensable from a mechanical 
point of view, in keeping down the temperature of the cylinder 
shell. Without some special provision for cooling the cylinder 
the metal would become hot enough to bum the oil, and render 
proper lubrication impossible. To furnish a larger cooling sur- 
face one of the older styles of Rand compressor had a hollow 
back piston-rod and hollow piston, through which water is circu- 
lated. To maintain circulation the back piston-rod worked tele- 
scopically in a stationary tube connected with the water supply. 

Piston Clearance in the Air Cylinder. In every engine, whether 
steam engine or compressor, the amount of clearance at the end of 
the stroke, between the piston and cylinder head, is a matter of 
some importance. It has a special bearing in the case of a dry 
compressor, which may be explained as follows. Toward the 
end of the stroke the compressed air in front of the piston b^ins 
to pass through the delivery valves as soon as its tension exceeds 
that of the air in the discharge pipe leading from the cylinder to 
the receiver. But remaining in the clearance space, on the com- 
pletion of the stroke, is a certain quantity of warm compressed 
air, which in the case of a dry compressor can never be discharged. 
On the back stroke the clearance air expands and partly fills the 
cylinder behind the piston. No air can enter through the inlet 
valves until the pressure inside the cylinder falls below atmos- 
pheric pressure. It is never possible, therefore, to take a full 
cylinder of fresh air even under the best conditions, and the clear- 
ance space must be made as small as possible, say, about one- 
sixteenth inch. Or, the clearance may be expressed as a ratio, by 
dividing the clearance volume by the entire cylinder volume swept 
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through by the piston in making its stroke. In a wet compressor 
the clearance space is filled with water, and therefore does not pro- 
duce the effect just described. 

Mr. W. L. Saunders states :* ** The clearance space in modem 
air compressors of the best design (including counter-bore and dis- 
charge valve clearance) varies from .002 to .0094 of the volume of 
free air furnished by the cylinder. The variation is somewhat 
dependent upon the length of stroke. At seventy-five pounds 
pressure, and making due allowance for increased volume of air due 
to heat, the clearance loss of volume varies from .01 to .047, or 
from one to five per cent, of the air when compressed." 

It maybe added that, in compressors of some makes, the clear- 
ance reaches i^ and even as high as 2 to 2 J per cent, of the 



Air C»r6 tbowing 
effect oLdeannce. 
Volnme Between b end 




piston displacement. The lowest figures given above apply to 
large, long-stroke compressors; the higher to the small, short- 
stroke machines in common use for many kinds of service. 

The diagram. Fig. 37, shows the effect of clairance. Before the 
inlet valves can open, the piston must travel from c to i, and the 
corresponding cylinder volume passed through by the piston repre- 
sents the percentage of loss of volumetric capacity as stated above.f 
It may be added, however, that this reduction of capacity, although 

* Compressed Air, Dec, 1896, p. 151. 

t In a recent form of the Leyner compressor, the clearance volume of a 
twenty-two-inch cylinder is 1.02 per cent, of the cylinder volume. This would 
make the cb distance extremely small. 
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a matter of considerable importance in the opemtion of the com- 
pressor, does not involve a corresponding loss of useful work. 
The compressed air remaining in the clearance space helps to 
overcome the inertia of the moving parts at the beginning of the 
return stroke, and to compress the air on the other side of the 
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piston, A part of the work expended in compressing the clearance 
air is thus recovered. It has been observed that the clearance air 
cools slightly during the momentary stoppage of the piston as the 
stroke is reversed, but the consequent reduction of pressure is a 
negligible quantity. In expanding behind the retreating piston, 
however, the clearance air rapidly gives up its heat and does not, 
therefore, tend to raise the temperature of the incoming atmos- 
pheric air. 
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The effect of piston clearance in reducing the capacity of a dry 
compressor is shown dearly by the diagram, Fig. 38, which is 
reproduced here by permission from Engineering News, May 
30th, 1901. It shows that, for clearances above one per cent, the 
loss becomes serious even at pressures of seventy-five to one hun- 
dred pounds. 

Fig. 39 indicates ihc method of reducing the clearance for or- 
dinary pistons, by casting a recess in the cylinder head to receive 
the projecting piston nut at the end of the stroke. The loss of 
volumetric capacity due to clearance of course increases with 
the air pressure, and in some compressors the piston is run exceed- 




Fio. 39. 



ingly close to the cylinder head. When this is the case the com- 
pressor must have careful attention, so that if the working length of 
the connecting rod should be varied in fitting new brasses, the pb- 
ton will not be in danger of striking the cylinder head. 

The Johnson compressor, made in EIngland, has an ingeniously 
designed piston (Fig. 40) to meet the difficulty just mentioned. It 
B composed of two disks, c and d, mounted on a brass sleeve, 
screwed on the piston-rcxi, A, and held in place by collar and lock- 
nut. The disks are so cast as to leave between them a recess, in 
which is placed a hca\7 helical spring, /. This spring is compressed 
sufficiently between the disks to prevent it from being further 
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compressed under the maximum working air pressure, but the 
clearance at the ends of the stroke is extremely small, and should 
the piston strike the cylinder head the spring gives slightly and an 
injurious shock is avoided.* 

A number of other devices have been adopted for overcoming 
the disadvantages of piston clearance. Two examples may be 
given : 

1. Longitudinal bye-pass grooves (BB) are cast in the inner 
surface of the cylinder near the ends, Fig. 39, so that when the 
piston reaches the end of its stroke a part of these grooves is un- 
covered, and the compressed air in the clearance space passes to 
the other side of the piston. 

2. In slide-valve compressors the valve may be provided with 
a so-called " trick-i>assage." At the end of the stroke this passage 
is brought into connection with two small ports entering the ex- 
treme ends of the cylinder. Through these passages the high- 
pressure air in the clearance space is released into the other end 
of the cylinder. 

Although by these methods the released air becomes of direct 
benefit, there is a decided objection to their employment if all the 
confined air be allowed to pass over, because the heavy pressure 
on the piston is suddenly removed, and there is a shock to the mov- 
ing parts which is clearly evidenced by pounding at the end of the 
stroke. In the most recent forms of compressor made in the 
United Slates the clearance space is very small, but the air con- 
fined in it is not released. 

Dry Versus Wet Compression 

Up to about 1885 there seemed to be little doubt among me- 
chanical engineers that the wet compressors were, upon the whole, 
superior to the dry, because by bringing the air into direct contact 
with water the heat is most effectually absorbed. This view is 
correct so far as heat loss alone is concerned, provided the water 
introduced into the cylinder is properly applied, as pointed out in 

♦ Bjdrling, Colliery Guardian^ Aug. 7th, 1896, p. 272. 
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Chapter IV. Without cooling the percentage of work converted 
into heat during compression, and therefore lost, is as follows: 



Compression 


to 


2 atmospheres, 


9.2 % loss 






3 


15.0% *• 






4 


19.6 % ." 






5 


21.3 % " 






6 


24.0 % " 






7 


26.0 % " 






8 


27.4 % " 



In well-designed dry compressors, working at a pressure of 5 
atmospheres, the heat loss is reduced about one-half, or from 
21.3 per cent, to 11 per cent. Frequently, however, in ordinary 
mining practice, with single-stage compressors, the loss is fully 
15 per cent. By spray injection this loss has been cut down in the 
best American practice to as little as 3.6 per cent.,* and in some 
of the large, slow-running European wet compressors to 1.6 per 
cent. But the question of heat loss is not the only consideration. 
Low first cost and simplicity of construction are often more ad- 
vantageous than a close approximation to isothermal compression. 
Latterly the wet systems have lost ground, and it is probable that 
no wet compressors are now being built in the United States. In 
Europe also dry compression has grown in favor, at least for min- 
ing plants and others of moderate size. The matter may be con- 
sidered from two standpoints, as regards: 

1. The effect of injected water upon the compressed air and 
the machines using it. 

2. The effect of the water upon the working of the compressor. 
In addition, it is necessary to take account of the relative efficien- 
cies of the two types, but this will be deferred until later. 

First, it is unquestionable that by using large slow-speed en- 
gines, and an abundance of injection water, the air is well cooled, 
though at a higher first cost for plant. Wet compression gives a 
good indicator card. It is shown by Table IV that in compressing 
moist air somewhat less work is expended than for dry air. This 



♦ As stated regarding the old Ingersoll injection compressor, by W. L. Saunders, 
■** Compressed Air Production," p. 24. 
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IS due to the fact that the specific heat of watery vapor is about 
twice that of dry air; therefore in the presence of moisture more 
heat is required to raise the temperature of the air in the com- 
pressing cylinder, and the loss of work from this cause is reduced. 

Table IV 



Absolute 
Pressure. 


Gauge 

Pressure. 

Pounds. 


Foot Pounds of Work Reauired to Compress 
One Pound ot Air. 


Atmospheres. 


Dry Compression. 


With Sufficient 
Moisture. 


I 

2 

3 
4 

5 
6 

7 


o 

14.7 
29.4 

44.1 
58.8 

73.5 
88.2 


23»500 
37,000 
48,500 
58,500 
67,000 
75»ooo 


22,500 
35»ooo 
45,000 
52^500 
60,000 
66,000 



Theoretically, a corresponding economy takes place also when 
the air is expanded again in the machine using it. 

Notwithstanding these advantages, several serious objections 
became apparent in the use of the wet system of compression. 
Other things being equal, the amount of heat given up during 
compression is proportional to the difference of temperature be- 
tween the air taken into the cylinder and the injected water, and to 
the time of contact between the air and water. Under ordinary 
circumstances this difference of temperature is zero at the beginning 
of the stroke, reaching its maximum at the end. It follows: (1) 
that to attain a fair approach to isothermal compression the piston 
speed must be very slow; (2) that during the first part of the stroke 
but little heat is removed, and it is only when compression is com- 
plete, and the air begins to pass from the cylinder through the 
discharge valves, that the cooling effect is at its maximum. At 
ordinary piston speeds, therefore, a large proportion of the total 
heat must be given up after the discharge valves have opened ; in 
other words, after compression is completed. For this reason it 
would appear that, so far as economy of work is concerned, the 
lower final temperature due to spray injection is in a measure de- 
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ceptive. The warmth of the air at discharge augments its moisture- 
carrying capacity, and though it is intended that the separation of 
the water shall be as complete as possible in the air receiver, still 
it must of necessity be imperfect in a receiver of any reasonable 
size. Much moisture passes into the air mains, and deposits as 
the air cools- down in long lines of piping. In cold weather it may 
freeze so as to reduce the effective diameter of the pipe. The mois- 
ture remaining in the air has a further ill effect when it is used. 
At the instant of exhaust by the drill, or other air engine, the in- 
tense cold produced by expansion causes the formation of trouble- 
some accumulations of ice in the exhaust passages. 

As to the dry compressor it must be admitted that as air is a 
poor conductor of heat it has little opportunity to give up its heat 
of compression between the strokes of the piston. Besides this, 
the piston, as it advances, rapidly covers the jacket-cooled sur- 
face of the cylinder. However, although atmospheric air as taken 
into the compressor always contains moisture, which will make its 
appearance as frost at the exhaust of the air machine, still there is 
not enough of it to cause serious trouble.* The deliver}^ of warm 
air by a dry compressor is far less objectionable than warm air 
from a wet compressor. 

Second, as to the effect of injected water upon the working of 
the compressor. Under the best of circumstances water in the air 
cylinder is objectionable, because it makes lubrication difficult, 
causes rust, and increasing the wear of piston and cylinder in- 
volves greater expense for repairs and renewal of parts. No sat- 
isfactory method has ever been devised for lubricating the inner 
surface of wet compressor cylinders. This is one of the chief diffi- 
culties with wet compressors, and becomes most serious when the 
water is impure or gritty. It must, of course, contain no trace of 
acid, such as is often present in mine water. Water that is com- 

♦ The quantity of moisture in the atmosphere, or its humidity, varies with the 
climate, the season of the year, and in a measure with the ahitude above sea-level. 
It is usually greatest near the ocean or any large body of water. What is commonly 
called dry atmospheric air contains from forty to fifty per cent, of the quantity neces- 
sary to saturate it. The degree of saturation in summer often reaches ninety per 
cent, or more. 
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paratively harmless for use in jackets might be decidedly injuri- 
ous to the finished surfaces of working parts. It has been stated 
by Mr. W. L. Saunders that, although the thermal loss is higher 
in dry than wet compressors, the frictional loss in the moving 
parts is considerably higher in the wet compressor. The net 
economy of the best wet compressors is probably no greater than 
that of the best American dry compressors. 

It is urged on behalf of wet compression that the piston-clear- 
ance space is filled with water, and the capacity of the compressor 
is therefore increased. While this is true, yet, as water is in- 
compressible, and as a part of it must be forced out through 
the discharge valves at each stroke, the wet compressor is com- 
pelled to work in a measure like a water pump. Furthermore, 
closer attendance is required to regulate the water supply. The 
drip cock at the bottom of the receiver must also be watched more 
closely to prevent flooding, and there is the disadvantage of having 
an injection pump to care for and regulate. 



CHAPTER VI 
COMPOUND OR STAGE COMPRESSORS 

Compound or stage compressors have Iwo or more air cyl- 
inders, between which the total work of compression is divided. 
The air cylinders are placed tandem on a common piston-rod, as in 
straight-line machines, or respectively tanrtem with the steam cyl- 
inders in the duplex type. In two-stage compressors air at at- 
mospheric pressure is taken into the large or low-pressure cylinder; 
is there compressed to a certain point, and is then forced into the 
smaller or high-pressure cylinder, where it is brought up to the 
required tension (see Fig. 7). Manifestly, the size of the low- 
pressure or intake cylinder determines the capacity of the com- 
pressor. In a certain sense, the operation of a two-stage com- 
pressor is the reverse of that of a compound steam engine. 

The theory and application of stage compression are readily 
comprehended. Since the heat of compression increases with the 
air pressure produced — though not proportionately, as has been 
shown — it follows that the higher the pressure the more difficult 
does it become to keep down the temperature to a point permitting 
efficient operation of the compressor and proper lubrication of the 
air cylinder. In attemj)ting, with a single-cylinder dry compressor, 
to compress even to 90 pounds gauge, the theoretical final cylinder 
temperature becomes 459° F., and at 100 pounds gauge 485° F. 
Though some heat is dissipated by radiation, the actual working 
temperatures corresi)onding to these pressures are still too high 
to be dealt with effectually by the ordinary water-jacket, because in 
a single cylinder the superficial area to which cooling can be applied 
is too small relatively to the volume of air, and the total compression 
period too short. Even when working at moderate piston speeds, 
say, not over 350 to 400 feet per minute, the cooling is very 
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imperfect. The compressed air, as discharged from the cylinder^ 
is still hot, so that considerable loss of pressure and of work, due 
to subsequent cooling, are inevitable. 

These disad\^ntages are in large measure overcome by the 
adoption of stage compression, and, in view of the fact that this 
system was introduced over twenty-five years ago, it would appear 
strange that until quite recently it has been neglected, by nearly 
all compressor buQders, for the ordinary pressures used in minings 
tunnelling, and similar work. 

Formerly it was customary to employ stage compression 
only when high pressures were required, such as for pneumatic 
locomotives, riveting machines, presses, compression of gases^ 
pneumatic guns, etc. For such service stage compression is in- 
dispensable; and the higher the pressure the greater becomes the 
necessity for compounding the air cylinders and the comparative 
efficiency of the system. To produce very high pressures, of 500 
to 1,000 pounds or more, three- and four-stage compression is 
employed. 

But it is now generally recognized that two-stage compression 
when properly applied presents some advantages even for press- 
ures of seventy to eighty pounds, as commonly adopted for ma- 
chine drills and ordinar)- air engines. The cooling during com- 
pression is more thorough because the total heat generated is 
divided between two or more cylinders. In each cylinder the tem- 
perature is lower than when the same total pressure is produced in 
a single cylinder, and the combined water-jackets afford a much 
larger cooling surface. 

A further cooling is effected by an " intercooler," placed be- 
tween the cylinders. This constitutes one of the most important fea- 
tures of stage compression. It is an intermediate cooling-chamber^ 
through which the partially compressed air from the intake or low- 
pressure cylinder passes on its way to the high-pressure cylinder^ 
The temperature of the air is here reduced, so that when the 
high-pressure piston begins its work the temperature of the volume 
of air on which it acts is considerablv below that at which the air 
was discharged from the low-pressure cylinder. Obviously, the 
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total reduction of temperature effected depends on the volume 
of the air under compression, the area of the cooling surfaces and 
the length of time the air is in contact with these surfaces; or, in 
other words, on the piston speed. The construction of the inter- 
cooler will be taken up later. 

It should not be inferred from what precedes that stage com- 
pression per se is always applicable, nor that it is necessarily more 
economical than compression in a single cylinder. Concerning 
this, several fairly well defined, though interrelated statements 
may here be made: 

1. Although stage compression is theoretically advantageous for 
all pressures, it becomes of doubtful utility for gauge pressures of 
much less than seventy-five pounds, because of the small saving 
as compared with the greater first cost and running expenses of 
the more complicated mechanism. It is generally applicable for 
pressures higher than seventy to seventy-five f)ounds. 

2. Stage compression is specially useful for large compressors, 
in which the percentage of saving will represent an amount suffi- 
cient to warrant the greater first cost of plant. 

3. The higher thermodynamic efficiency of stage compression is 
in some degree offset, and in ixx)rly designed plants may be entirely 
neutralized, by the increased frictional losses involved in the use of 
several cylinders. In other words, when employing stage com- 
pression, advantage should always be taken of the opportunity 
to use a well-designed, economically working steam end, together 
with large and efficient cooling arrangements for the air end. 
If these requirements be not fulfilled, stage compression may easily 
cost more per cubic foot of air delivered than simple compression 
by a [»roperly designed compressor. 

Almost ^11 stage compressors are double-acting; that is, on each 
forward and back stroke air is taken into the cvlinders on one side 
of the piston, while compression and deliver)* are going on on the 
other side. The operation of the single-acting form, occasionally 
employed, will be considered first. It is materially different from 
that of the double-acting compressor, but its description will aid 
in setting forth the subject of stage compression. 
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Single-Acting Two-Stage Compressor. Supposing the intake, or 
low-pressure, cylinder to be filled with free air just taken in, the 
advancing piston compresses the air until a point somewhat beyond 
half stroke is reached. At this point the delivery valves open, and 
during the remainder of the stroke the compressed air, at, say, 
thirty to thirty-five pounds pressure, is being forced out through 
the connecting pipe and passages into the second or high-pressure 
cylinder. Meanwhile, no work is being done by the high-pressure 
piston. On the return stroke the air at the low pressure which 
was delivered into the high-pressure cylinder is compressed to 
the required final tension and discharged. During this return 
stroke no work is done in the low-pressure cylinder, except that 
another charge of free air is drawn in. Thus, the intake stroke 
of the low-pressure cylinder is the compression and deliver)' stroke 
of the high-pressure, and vice versa. During the low-pressure 
intake stroke the portion of partly compressed air remaining in 
the pipe or passage connecting the cylinders is unaflFected, as it is 
shut off from both cylinders by the valves at either end. At the 
beginning of the return stroke of the high-pressure cj'linder the 
air in the connecting pipe begins to flow into this cylinder, and its 
pressure diminishes according to the relative volumes of pipe and 
cylinder. In the mean time the air is being compressed in the 
low-pressure cylinder, and when its tension exceeds that in the 
connecting pipe (that is, at, say, half stroke) it begins to pass 
through the delivery valves into this pipe. During the remainder 
of the stroke the low-pressure piston is in reality acting upon 
and compressing, not only the air in its own cylinder, but also 
that which is m the connecting pipe and high-pressure cylinder. 

A serious disadvantage of the single-acting, two-stage compress- 
or of this form is that the net resistances in thetwo cylinders are not 
equalized. Although the actual work of compression is designed 
to be the same in both cylinders, equalization of the resistances 
throughout both strokes is practically impossible because, in the 
second half of the fon^'ard stroke of the intake piston, the air de- 
livered by it acts as a back pressure on the high-pressure piston, 
which is travelling in the same direction. This back pressure, in 
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turn, assists the movement of the low-pressure piston during its 
compression stroke. In this stroke, therefore, less total resistance 
is presented than during the compression stroke of the high-press- 
ure piston. It has been pointed out by Mr. Frank Richards that, 
**to decrease the diameter of the high-pressure cylinder would 
tend toward e(jualization of the resistances, by allowing the intake 
cylinder to do more work, and compress the air to a higher press- 
ure; but to raise the pressure (at deliver)-) in this cylinder would 
be to defeat the object of two-stage compression — that of allowing 
an efficient cooling of the air, and a reduction of its volume before 
its compression is too far advanced." In stage compression it is 
a fundamental principle that the cylinders should be so propor- 
tioned that the total work is divided equally between them. This 
secures the kirgest saving possible in the mechanical work of the 
compressor, as well as in efficiency of the cooling apparatus. 

Double-Acting Two-Stage Compressors. The operation of this 
type is more satisfactory than that of the single-acting two-stage 
compressor, because, first, the cjjfle of operations during each 
forward and back stroke is the same; and, 6*ec(?;/(/, the distribu- 
tion of the resistances throughout the stroke may be made more 
uniform. 

A number of combinations in the arrangement of the steam and 
air cylinders are possible, but three forms only need to be noticed, 
as representing accepted practice, viz,: the straight-line, two-stage 
compressor (Figs. 7 to 11) and the duplex forms, consisting of a 
pair of cross-compound air cylinders, placed tandem to either 
twin, simple, or cross-compound steam cylinders (Figs. 13 to 19). 
The last-named is undoubtedly the best for largo plants. 

The principles of the mode of operation of all three designs may 
be Qlustrated by reference to Fig. 41, which shows diagrammat- 
ically a Norwalk two-stage straight-line compressor. 

Assuming that the pistons have reached the end of their forward 
stroke, the conditions in the two cylinders are approximately as 
follows: The low-pressure cylinder (D) is full of air, practically 
at atmospheric pressure, while the high-pressure cylinder (G), to- 
gether with the intercooler (F) and connecting passages, are oc- 
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cupied by air just delivered from the low-pressure cylinder, at, say, 
forty pounds, or about one-half the final pressure. On the reverse 
stroke the free air in front of the low-pressure piston is com- 
pressed to forty pounds and delivered into the intercooler and high- 
pressure cylinder, while the air already occupying the latter is 
brought up to the final pressure and discharged. This must be 
considered only as a rough description of what takes place in the 
air cylinders during a complete forward and back stroke. 

As usually constructed for standard tandem, two-stage com- 
pressors, the volumetric capacities of the low- and high-pressure 
air cylinders are to each other in the ratio of about ten to four. 
The intention is to proportion the two cylinders so that their 
ratios of compression are nearly equal. Thus the distribution 
of work and the heat generated in the cylinders will be equalized 
and most effectually dealt with by the intercooler, provided 
the latter properly performs its functions. Practice as regards 
the relative volume of the intercooler and cylinders has not 
yet been completely standardized. It has undergone consid- 
erable change in the past few years. As clearer conceptions 
have been reached of the fundamentally important functions of the 
intercooler in stage compression, and in recognition of the fact 
that the first cost of even a very large intercooler is moderate, while 
its mnning expenses are practically nil, the tendency now is to make 
it of much greater volumetric capacity than formerly. Such in- 
crease of size produces substantial gain in thermodynamic efficiency. 
The hot compressed air delivered by the low-pressure cylinder is 
kept longer in contact with the cooling surfaces because of its 
reduced speed of flow through the larger cross-sectional area of the 
intercooler, and it enters the high-pressure cylinder, to undergo the 
second stage of compression, with a temperature that may readily 
be made to approximate closely to the normal. On the other hand, 
it is clear that the connecting passages between the cylinders and 
intercooler should be of as small volume as is consistent with free- 
dom from excessive frictional resistance in the flow of the air 
through them ; because the air occupying these passages at any given 
time is exposed to but little cooling save that due to radiation. 
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With these points in view, it may be assumed in good practice 
that, if the volume of the low-pressure cylinder be taken as lo, then 
the volume of its connection with the intercooler should be, say, 1.5, 
of the intercooler 4, of the connection to the high-pressure cylin- 
der 1.5, and of the high-pressure cylinder 4. (It may be noted 
that there is no reason why the net capacity of the intercooler 
should not be even greater than is here assumed.) Having these 
proportionate volumetric capacities, the following sequence of 
operations will take place while the compressor is making a single 
stroke. Suppose this stroke to be from right to left, as indicated 
by the arrows in Fig. 41. 

By the previous stroke (from left to right) the intercooler and 
both of its connections to the cylinders, representing a volume 
= 1.5 + 4+ i.5,werefillcd with aircompressed, at, say forty pounds. 
This body of air was then shut off from both cylinders by their 
respective valves, and has lost part of its heat and pressure by the 
action of the intercooler. After reversal, and during the first part 
of the following (left-hand) stroke, the low-pressure piston acts only 
on the cvlinderful of free air just taken in (volume = 10).* While 
this is being compressed, the advance of the high-pressure piston 
causes the compressed air already in the intercooler and its con- 
nections to begin to flow into the high-pressure cyUnder, thereby 
increasing in volume and decreasing in pressure, until a point, say, 
a little beyond mid-stroke is reached. On passing this point the 
air pressure in front of the low-pressure piston rises slightly higher 
than that in the intercooler and the corresponding low-pressure 
delivery valves open, so that the low-pressure piston acts upon the 

entire body of air — volume = 1-1.5 + 4 + 1.5 +— = 14. Then, 

2 2 

until the end of the stroke, both cylinders are in communication 
through the intercooler, i.e., from the left-hand end of the low- 
pressure cylinder to the right-hand end of the high-pressure cylin- 

* The general method of analysis here given is similar to that employed some 
years ago by Frank Richards, " Compressed Air,'* pp. 86-87, though the quantities 
used are taken to represent a closer approach to current practice in the proportions 
of the parts. 
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der, as shown by tht- arrows in the cut, and an approximate equal- 
ization of pressure is established throughout. 

Up to the time of the opening of the left-hand, low-pressure 
deliver}' valves, the air in ihe intercooler, and still under its in- 
fluence, has been isolated from ihe low-pressure cylinder, in which 
compression has progressed without other cooling than that effected 
by the cylinder water-jacket. Bui when Ihe warm, partly com- 
pressed air begins to pass from the low-pressure into the high- 
pressure cylinder, through the intercooler, the influence of the 
latter is exerted upon a new body of air. At the end of the left- 
hand stroke the closing of the delivery valves again shuts off the 
air in the intercooler from both cylinders. The high-pressure cylin- 
der, on the right-hand side of the piston, is occupied by a body of 
air whose temperature has been reduced by the combined effect of 
the intercooler and both water-Jackets to a point much below that 
due to the working pressure of the low-pressure cylinder, and 
whose pressure has dropped correspondingly. 

Now, in the latter part of the left-hand stroke, when the low 
pressure delivery valves have opened and the piston of this cylin- 
der is acting on the volume 14, as stated above, a portion of this 

2 -1-1.5 
air (volume = — — =35percenl.)of thetotal has passed beyond 

the influence of the intercooler, and another portion (volume = 



iiis . 



'4(1 per cent.) has not yet reached it. A similar statement 



of the distribution of the air with respect to the intercooler may be 
made for other points of the stroke. At the end of the left-hand 
stroke under consideration the volume of compressed air in the 
low-pressure cylindcr = c, in the intercooler and its connections 
1.5 -t- 4 -(- i-5 = Ti and in the high-pressure cylinder 4, a total of 
II, of which 1.5 has not reached the intercooler but has been ' 
affected only by the low-pressure water-jacket. 

This analysb should be clearly understood in forming a correct 
estimate of the work actually accomplished by the intercooler. 
It emphasizes the importance not only of employing an inter- 
cooler whose volumetric capacity is large relatively to the cylinders, 
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but also of making the connecting passages small. It is evident 
that one-half of the total work of compression — that performed in 
the high-pressure cylinder — is done solely under such cooling in- 
fluence as may be exerted by the water-jackets of this cylinder. 
The jackets of both cylinders should, therefore, be as large in area 
as possible, with an efficient circulation of cold water. They 
should cover not merely the cylinder barrels, but as much of the 
heads as the spaces occupied by the valves will permit. In the 
latter respect some recent compressor designs are deficient. 

The details of the distribution of the air in the foregoing de- 
scription apply exactly only to compressors in which the air cyl- 
inders arc tandem to each other. In the duplex stage-compressors, 
where the air cylinders usually are, and always should be, cross- 
compounded, the cycle of operations is different because the pis- 
tons, instead of moving together in the same direction, work with 
one crank 90° in advance of the other. 

As stated above, it is intended in stage compression that the 
total work done shall be equally divided between the air cylinders. 
But, by reason of the frequent variations in receiver pressure, up- 
on which depends the actual terminal pressure of the high-press- 
ure cylinder, an approximate equalization only can be attained 
in practice. On the basis of some terminal pressure taken as 
normal, such diameters are assigned to the cylinders as will make 
their compression ratios equal, or nearly so. Take, for example, 
a pair of cylinders, 15 ins. and 24 ins. in diameter, to produce 
a final pressure of 85 lbs. gauge. Assuming that the air between 
the stages is cooled to the original temperature, the absolute in- 
take pressures of the cylinders will be inversely proportional 
to the squares of their diameters, or: 15^ : 24' : : 14.7 : 37.64. 
The absolute pressure of 37.64 lbs., as delivered by the low- 
pressure cylinder, is theoretically equal to the intake pressure of 
the high-pressure cylinder. The ratio of compression in the low- 

pressure cylinder is: — z =0-3905; and in the high-pressure 

•?7.64 ^^ "^ 

cylinder: — — =0.3775. This would be quite as close to per- 
fect equalization as is necessar}'. 



COMPOIND OR STAGE COMPRESSORS 8l 

Construction of the Intercooler. A number of forms are now 

in use. As commonly constructed for straight- line compressors, 
the intercooier consists of a long cylindrical chamber, containing 
a number of parallel, thin brass (sometimes HTOught-iron) tubes, 
through which cold water is circulated. The air to be cooled 
passes through the spaces between ihe lubes. The Intcrcoolcr 
is placed in a convenient position between and above the cj^lindere, 
and as close to Ihcm as possible, so that ihe connecting passages 
may be short and of small volume. As already staled, the air con- 
tained in these passages at any given time is denied the cooling 




Fu). 43. — Horizontal Inlercooter, IngersoU-Rand Co. 

effect both of the cj'linder water-jackets and of the intercooler 
itself. In Fig. 41 the intercooler is indicated at F: in Fig. 7 the 
Norwalk intercooler is shown in longitudinal section. Fig. 43 
illustrates a large horizontal intercooler, as built by the Ingereoll- 
Rand Co. Another design, for cross -com pound air cylinders, by 
the Sullivan Machincrj' Co., is shown in Fig, 43, a large intercooler 
being placed crosswise below the cylinders. In many cross-com- 
pound compressors the intercooler is mounted above the cylinders^ 
The tendency now is to increase the size and volume of the inter- 
cooling chamber, relatively to the volume of the cylinders. 

The air deli\ered from the low-]>ressure cylinder passes on its 
way to Ihe high-pressure cylinder between the intercooler tubes, 
which must be sufficiently close together thoroughly to split up the 
body of air traversing the iniermcdiale spaces and so secure the 
ma^cimum cooling effect. It is intended that the temperature of 
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the air, on leaving the intcrcooler and entering the high- pressure 
cj'linder, shall be reduced nearly to the normal. The effect of this 
drop in temperature upon the compression cun'c of a two-stage 
compressor is shown by Fig. 46; the curve of the high-press- 
ure cylinder should, and often docs, begin dose to the iso- 
thermal line. 

In the constniclion of the intercooler brass lubes are perhaps 
preferable to those of iron because of their higher conductivity; 
but, on the other hand, iron tubes cost less, and on account of their 
greater roughness present a larger cooling surface to the air flow- 
ing between ihcm. In either case ihey should be as thin as is con- 
sistent with the necessary strength. The tubes are expanded into 
tube-sheets at each end, and by means of two or more baffle- 
plates, set equidistant between the ends, the air is compelled to 
pass through the entire volume of the intercooler. The water- 
heads at the ends are so divided that the water is caused to circulate 
actively back and forth several times, before it is finally discharged, 
as shown by the small arrows in Fig. 42, For convenience the 
water supply is usually connected with the circulating system of the 
c)linder-jackeis. 

Fig. 44 illustrates a peculiar system of intercooling adopted in 
the LejTier compressor. A number of horizontal iron or bronze 
lubes are enclosed in the annular water-jacket spaces, between the 
inner and outer shells of the cylinder. The piston being at the 
middle point of its stroke, the inlet valves at the left-hand end of 
the low-pressure cylinder are open and taking in air. Meantime 
the air in front of the piston, having been compressed, is passing 
out through the delivery valves into the air chamber or head at 
the right-hand end of the cylinder. This air is thence forced by 
horizontal bafiie-plales in the air chamber through the upper set 
of intercooler tubes, and into the left-hand end of the cylinder. 
It flows ne.\t to the right, through the lower set of intercooler tubes, 
and as shown by the arrows enters the lower tubes of the high press- 
ure cylinder. From the right-hand air head of this cylinder the 
air is directed by baffle-plates back through the upper set of lubes to 
the left-hand end of the high-pressure cylinder, into which it enters 
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through the corresponding inlet valves. The air already com- 
pressed in this cylinder is shown as passing through the large upper 
aftercooling tubes to its own air chamber, which leads to the dis- 
charge pipe. It will be noted that the low-pressure air, in being 
subdivided into small volumes and compelled to change its direc- 
tion several times in passing back and forth through the intercooler 
tubes, is well cooled before entering the high- pressure cylinder. 
It is important that the copper tubes of the intercooler be kept 
clean. As the oil carried over by the air tends to deposit on the 
tubes, they should be so arranged as to be readily accessible for 
cleaning. The intercooler of the Schram (English) two-stage com- 
pressor is a vertical chamber, also filled with small tubing. The 
water enters at the bottom, passes up through one-half of the tubes 
and down through the other half, the lower water-head being di- 
vided accordingly. The air from the low-pressure cylinder enters 
at the top of the intercooler, passing out at the bottom into the 
high-pressure cylinder. 

Although the relatively small intercoolers of ordinary two-stage 
compressors are imperfect in their action, as has been pointed out, 
it is nevertheless possible to attain a high degree of efficiency from 
intercoolers of large capacity. A well-known example may be 
cited: the plant of the Paris Pneumatic Supply Co., in which 
Riedler two-stage compressors are used. Spray injection is applied 
to both cylinders, and also a plain intermediate receiver of very 
large capacity, but without tubes. The air is compressed to 88 
pounds, and the indicator diagrams of the air cylinders exceed in 
area the true isothermal diagram by only 12.07 per cent.* That 
is, the work done twice is about 12 per cent, of the total work, the 
total efficiency having the high value of 77 per cent. 

To show the results obtained by thorough cooling of the air 
between the cylinders, a comparison of the work done by single- 
and double-stage compression may be made. Frictional losses 
will be omitted in each case, and no account will be taken of the 
cooling due to the cylinder water-jackets. 

I. A single-stage compressor, producing a gauge pressure of 

* Proceedings Institution of Civil Engineer Sy London, Vol. CV, p. 180. 
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70 pounds at sea-level, with a 24-inch cylinder and a piston speed 
of 4C0 feet per minute, will have a capacity in terms of free air at 
normal temperature of 1,256 cubic feet i>er minute. For adiabatic 
compression, the mean cylinder pressure will be 33.83 pounds and 
the horse-power 184.38. 

2. For doing the same work in a two-stage compressor, provided 
with an intercooler capable of reducing the temperature of the air 
to the normal between the cylinders, it may be assumed that the 
lov/-pressure or intake cylinder has the same diameter, 24 inches, 
and that the pressure produced in it is 35 [X)unds. The mean press- 
ure (adiabatic), corresponding to 35 pounds terminal pressure, is 
21.6 pounds, and the horse-power 118.19. The diameter of the 
high-pressure cylinder, under the assumed conditions, is found by 
making the piston area inversely proportional to the increase in 
absolute pressure of the air delivered to it by the low-pressure 
cylinder, /.f ., in the ratio of 14.7 : 35 -f 14.7 = i : 3.38. This gives 
an area of 135 square inches, equivalent to 13 inches diameter. 
Compr'.^ssing in this cylinder from 35 to 70 pounds gauge, the mean 
effective pressure will be 28.74 pounds, and the horse-power, 46; 
or a total for both cylinders of 1 18.19 + 4^ = 164.19 horse-power. 

Compared with the power required for doing the same work 
in the single cylinder, this shows a saving of: 184.38- 164.19 = 
20.19 horse-power, or about eleven per cent. The theoretically 
perfect cooling between the cylinders here assumed would not be 
attained in ordinary practice, however, and the frictional loss in 
the stage compressor would probably be a little greater than in 
the single-cylinder machine; so that the net gain due to inter- 
cooling may in this case be taken at, say, seven to eight per cent. 
The saving is considerably increased in dealing with higher 
pressures. 

The advance made in recent years in the design of intercoolers 
is further illustrated by Fig. 45, showing a new design of the 
Ingersoll-Rand Co. It is provided with pipe connections for drain- 
ing oflf the water deposited as a result of the reduction in tempera- 
ture. These coolers may be employed also as '' receivcr-after- 
coolers," which are now considered as almost essential adjuncts 
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of well- installed large plants. (Sec ChaptCT XI.) A similar 
appliance may be enaploytd advantageously as an ante-cooler for 
the intake air. 

The useful effect of small intercoolere, such as are frequently 
mounted above the cylinders of straight-line compressors, should 




Fic. 4S.^Vvrtical Intcrcixiltr. Ingcrsoll-Rand Co. 



not be misunderstood nor exaggeratc-d. It must he remembered 
that the best economy in air compression is obtained only by 
cooling duriMg compression and before ihcair leaves ihe cylinder. 
Hence, in addition to the inicrcoolcr, the largest possible water- 
jacket area should be provided. 

The relation between the compression curves of a two-stage 
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compressor is shown in Fig. 46, the adiabatic and isothermal curves 
being also laid down.* These cards, not accurately reproduced 
here, were taken from a pair of cylinders measuring 7 J and 14 X 16 
inches, compressing to no pounds gauge, at 135 revolutions per 
minute, or 360 feet piston speed. Initial temperature of cooling 
water, 55°; temperature at discharge from jackets and intercooler, 




Fig. 46. — Combined Air Card of Two-Stage Compressor. 

62° F. Several points are to be noted in connection with these 
combined two-stage cards: 

First. The overlapping of the high- and low-pressure cards in- 
dicates a loss, because the work represented by the area of the over- 
lap is in reality work done twice. This is the result of the drop 
in pressure between the cylinders, which is caused by the resistance 
presented by the discharge valves of the low-pressure and the inlet 
valves of the high-pressure cylinder, together with the friction 
in the air passages and intercooler. While this loss is unavoidable, 

♦ This combined indicator card, which does not show all the minor irregularities 
in the lines, is from a Rand cross-compound compressor. It accompanies an ar- 
ticle by F. A. Halscy, on "The Analysis of Air Compressor Indicator Diagrams," 
American Machinist, March 3d, 1898, p. 158, and is reproduced here by permission. 
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it should be reduced as much as possible by making the valves, 
ports, and connecting passages of ample size. 

Second, As with single-cylinder drj' compressors, the com- 
pression lines of the individual cylinders of most stage compressors 
depart but little from the adiabatic cur\e. Aside from the thermo- 
dynamic advantage of dividing the total compression between two 
or more cylinders, and thereby lowering the average and final tem- 
peratures, it is the intercooler that must be relied on for furnishing 
the chief element in economical working. By its abstraction of heat 
the volume of air entering the second cylinder is reduced, so that 
PV""''^= constant becomes approximately PV = C, on beginning 
the second stage of compression. But the compression line again 
rises rapidly from this point and continues not far below the 
adiabatic. 

Indicator cards from dry compressors which do not show 
approximately this relation between the lines are always open to 
suspicion. A leaky piston, for example, will lower the compression 
cur\'e and make it appear that much better work is being done than 
is really the case. It may be obser\'ed that, other things being 
equal, a lower curve is often obtainable from a small than from a 
large compressor, because the ratio of area of water-jacket to the 
volume of the cylinder is greater. 

In constructing and reading a combined indicator card from 
both cjdinders of a stage compressor (like that shown in Fig. 40), 
the adiabatic line applying to the compression in the second cylinder 
should be represented in its proper place. The complete graphic 
relation between the several heat cun^es is thus set forth. 

Third. It is an advantage of stage compression that there is 
practically but one clearance space — that in the low-pressure cylin- 
der — ^and, as the air in this cylinder is at a low pressure, the re- 
sulting reduction in net volumetric capacity is moderate, for it is 
evident that the loss due to clearance is proportionately less for low 
than for high pressures. The piston clearance of the high-pressure 
cylinder cannot affect the volume of air delivered, because all the 
air discharged from the low-pressure cylinder goes to the high- 
pressure and, barring leakage, must pass through it. 
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The heating of the cylinder walls and pistons reduces somewhat 
the working volumetric capacity of an air compressor because, as 
the entering air is warmed, a smaller weight of it is taken into 
the cylinder at each stroke. Although the degree of this heating 
cannot be formulated, it is obvious that it is less in a two-stage 
than in a single-cylinder compressor; for, aside from the eflfect of 
the intercooler, the smaller quantity of heat developed in each 
cylinder is more eflBciently dealt with by their respective water- 
jackets. 



CHAPTER VII 

AIR INLET VALVES* 

The proper design and working of the inlet or suction valves 
exert an important influence on the efficiency of the compressor, 
and perhaps no other one portion of air-compressor mechanism has 
received so much attention. Nevertheless, that there are still 
wide differences of opinion as to the best design for inlet valves 
is evidenced by the great variety of types used by compressor- 
builders and the lack of clearly defined distinctions as to their 
applicability under different working conditions. Reference to 
almost any compressor catalogue will show that the purchaser has 
a choice of several types, with but little to guide him in making a 
selection. 

In the older forms of wet compressor various patterns of clack- 
valve were employed, as exemplified in the Dubois-Franfois com- 
pressor. Though not now used in this coimtry, they have by no 
means been abandoned in Europe; witness the Guttemiuth valve 
and the elaborate, cam-controlled clack-valves of some large com- 
pressors built by Schneider & Co., Creusot, France. For years 
poppet valves of numerous types held the field in the United States 
almost exclusively. They are furnished with springs, and are usu- 
ally actuated solely by difference of air pressure; though in a few 
designs mechanically controlled poppets were introduced, such as 
those of the old Rand mechanical valve-gear and others, examples 
of which are still occasionally to be found in use. While poppet 
valves have continued in favor for certain kinds of service, and are 
likely to remain so, many other forms of inlet valve have been 

♦ This chapter is devoted chiefly to spring poppet valves and others which 
operate by difference of air pressure. For discussion of those inlet valves whose 
movements are under mechanical control, see Chapter IX. 
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successfully applied in the course of the development of the 
modem compressor. Modifications of the Corliss rotary steam 
valve, first used in the Nonvalk compressor, have now been 
adopted in compressors of many other makes, such as the Nord- 
berg, Sullivan, Laidlaw-Dunn-Gordon, and Allis-Chalmers. There 
are at least two inlet valves which cannot be included in any of the 
other classes, viz.: the Sturgeon valve, placed in the cylinder head 
and operated by frictional contact with the piston rod, and the 
ingenious Ingersoll-Sergeant piston inlet, which opens and closes 
by its ovm inertia at the end of each stroke. Both of these operate 
under fixed conditions, independently of difiPerences in air pressure 
within and without the cylinder. 

The two chief requisites of all inlet valves are: i. That they 
shall have a sufficient area of opening to permit free entrance of 
the air. 2. That they shall open readily near the beginning of the 
stroke, with a minimum of resistance, remain open until the end 
of the stroke, and then close promptly. 

There are several questions afiFecting the design and operation 
of the usual types of inlet valve, which are closely related to the 
working of the air cylinder itself. The point of the stroke at which 
the inlet opens should depend on the piston clearance and the 
air pressure under which the compressor is working. Spring-con- 
trolled valves, or those operated mechanically, are sometimes in- 
correctly designed or set, so as to open exactly at the beginning 
of the stroke or a fraction later; in which case the clearance air 
is first exhausted through the valves and then, as the piston ad- 
vances, the outside air begins to enter. This being so, it is evident 
that no clearance at all would be shown on the indicator card. 

As already pointed out, although piston clearance causes a 
reduction in volumetric capacity of the cylinder, it not only does 
not involve a corresponding loss of work, but is in reality beneficial, 
in assisting to overcome the inertia of the reciprocating parts of the 
compressor. A large part of the work expended in compressing 
the clearance air is thus recovered. But when the clearance air is 
exhausted wholly or in part by a premature opening of the inlet 
valves, the work represented by it is lost. With spring-controlled 
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poppet valves the proper adjustment is a question of the strength 
of the spring, and since the effect of clearance varies with the air 
pressure, the valves must be regulated for the pressure carried in 
each particular case. Any exhaust through the inlet valves is 
readily detected by the noise, ^^^lcn they are properly set, the com- 
pressor works more smoothly and the power consumed is slightly 
reduced. On the other hand, if the valves open too late in the 
stroke — due, for example, to a temporary reduction in working 
pressure — a little more power is required, this condition being 
shown by the slight drop in the re-expansion line at the jxjint b 
(Figs. 37 and 46). 

For inlet valves which are opened and closed mechanically, 
an adjustment to the working conditions is even more imperative 
than in the case of valves controlled only by springs. If incorrectly 
set or timed with respect to the stroke of the piston, they may be 
forcibly opened too early in the stroke or closed before the end. 
Premature closing obviously reduces the volume of intake air, and 
with it the volumetric capacity of the compressor. Its effect on the 
indicator card is to lower the compression line near the beginning 
of the stroke, so as to approach the isothermal cur\'e and make 
it appear that the compressor is doing abnormally good work. 

The total area of the inlet ports varies greatly in compressors of 
different makers. It is sometimes as small as 3 or 4 per cent, 
of the piston area, running up to a probable maximum of 
12 to 14 per cent. As the proper area is really a function 
of the piston speed, it may be made less for slow- than for 
high-speed compressors. However, in one of the Leyner 2- 
stage compressors, with a 22-inch low-pressure cylinder and run- 
ning at the moderate piston speed of 390 feet, the intake port area 
is 14.2 per cent, of the piston area. The valves are of a special 
type, described hereafter. To insure freedom from excessive fric- 
tional resistance against the inflow of air, the inlet area, under 
average conditions and for ordinary forms of valve, should be not 
less than, say, ten per cent, of the piston area. But extremes should 
be avoided. If poppet valves are made unnecessarily large, 
their inertia becomes too great; and if too numerous, there are not 
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only more parts to care for, but valuable water-jacket area on the 
cylinder heads must be sacrificed. 

Poppet Inlet Valves. One of the commonest forms is the 
mushroom valve, two types of which are shown in Figs. 47 and 48. 
While the total inlet area should be ample, there are two special 
requirements in the case of ordinary poppet valves : (i) the area of 
each individual valve must be moderate, or the valve will become 
too heavy, causing unnecessary injury to the valve seat, and by 
its inertia too great a resistance to the control of the spring; 
(3) the lift must be small, in order to attain prompt opening and 




Fig. 47— Norwalk Poppet Inlet Valve. 



closure, and to reduce "chattering," as well as wear. For these 
reasons the total area required is furnished by a number of in- 
dependent valves, generally from four to six, which are set in each 
cylinder head. 

The valve is of steel or bronze, with an easily remo\-abie bronze 
seat, the contact surfaces being ground true and the seating often 
coned. To control and close the valve promptly its stem is pro- 



AIR INLET VALVES 



95 



vided with a spiral spring. The stem works in guides, forming 
part of the seat and valve casing, which is screwed into the cylinder 
head so as to be readily removed when necessary for adjustment 




Fig. 48. — Laidkw-Dunn-Gordon Poppet Inlel Valve. 

or repairs. Brass springs arc used, to avoid the effects of corrosion, 
and must be easily compressible to allow the \-alve to oi)en freely 
under a small difference of pressure; that is, as early in the stroke 
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as possible after the clearance air has re-expanded. The springs 
should be made of the best material and accurately proportioned to 
present no more than the minimum requisite resistance to opening. 
Under actual working conditions the pressure of the springs varies 
from, say, three ounces to eight or even ten ounces per square inch 
of valve area. 

Ordinary poppet valves are opened by the atmospheric pressure 
from without, when a certain degree of rarefaction of the air inside 
the cylinder has been produced by the movement of the piston; 
in other words, when the difiference of pressure, after the clearance 
air has re-expanded, becomes sufficient to overcome the resistance 
of the spring, and compress it. In accomplishing this the piston 
must advance some distance before any air can enter the cylinder. 
The loss of volumetric capacity thus caused, in terms of free air, is 
probably rarely less than two to three per cent., and is often more. 
At sea-level a spring pressure of five ounces per square inch of 
valve area causes a loss of about two per cent. The diagram. 
Fig. 49,* shows the efifect of spring resistance in reducing the volu- 
metric capacity of a compressor at different altitudes, from sea- 
level to 15,000 feet elevation. 

With spring-controlled poppets there is more or less irregu- 
larity in the entrance of the air, because, while the pressure of the 
outside air tries to open the valve, the action of the spring tends to 
keep it closed. This often produces ** chattering "or * * dancing " of 
the valves, and has led among other things to the introduction of 
various mechanical devices for definitely controlling them, as will 
be noted later. As the springs lose their original elasticity, and 
undergo alterations in strength, they require regulation from time 
to time; outside adjusting nuts on the valve stems may be provided 
for this purpose. If the springs be too slack, thechattering increases ; 
if too tight, the valves will open late in the stroke, and the intake air 
occupying the cylinder will have a density less than that of the 
atmosphere. But, aside from spring resistance, the rate of inflow 
of the intake air is variable. This is due to the variation in speed 
of the piston. When its speed is greatest, at the middle of the 

* Reproduced by |>ermission from Engineering News, May 30th, 1901, p. 391. 
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stroke, the rate of inflow of air is at the maximum. \\^ile the pis- 
ton is moving slowly, near the beginning and end of each stroke as 
the crank turns its centers, the relatively small negative pressure 
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becomes insufficient to open the valves and keep them open against 
the strength of the springs. The effective length of the stroke is 
thus shortened. 

The total valve resistance,including that due to throttling of the 
intake air and friction in passing through the ports, must be kept as 
small as practicable, but can never be entirely eliminated. With 
some forms of inlet valves, other than spring poppets, the re- 
sistance becomes very small, and sometimes almost inappreciable. 



Fig. 50. 

Its usual effect is shown on the diagram. Fig. 50. There is generally 
sufficient resistance to keep the admission line, AC, at an apprecia- 
ble distance below the atmospheric line, D E, throughout the 
stroke; the amount of loss from this cause being measured by the 
area of the indicator diagram lying below the atmospheric line. If 
the inlet area be too small or the valves poorly designed, the result- 
ing negative pressure may amount to one or two poimds per square 
inch. The point B, where the compression line crosses the atmos- 
pheric line, is the point of the stroke which must be reached by the 
piston before any useful work is done, and the volume passed 
through in travelling from A to B represents the loss in volumetric 
capacity from this cause. The total loss of volumetric capacity, 
including that due to piston clearance, is represented by the length 
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of A B + C E, and the volumetric efficiency of the compressor is 
measured by the length of the line B C, projected on the atmos- 
pheric line. 

Notwithstanding certab inherent disadvantages, die poppet 
valve in different forms is widely used, for both inlet and discharge. 
It is simple in construction, easily regulated, and in case of leakage, 
due to cutting and unequal wear of the seating surfaces, is readily 
removed and re-ground. In stage compressors it is sometimes 
used for the high-pressure cylinder, even when some other type is 
preferred for the low-pressure. Poppet inlet valves not infre- 
quently cause trouble by sticking in their seats on account of the 
accumulation of gummy oil. Or, they are sometimes clogged by 
deposit of carbonaceous matter from decomposition of the lubri- 
cant, produced by excessive healing of the cylinder. The valves 
should be kept clean, and arc therefore designed to permit ready 
access. 

One of the recent forms of Norwalk two-stage compressor 
has a special poppet inlet valve, designed for use when it is desired 
to employ air at two ditTcrcnt pressures, obtained from a single com- 
pressor. In stage compression, though the air is actually pro- 
duced at two pressures, of, say, 25 to 3c and 80 to 100 pounds, re- 
spectively in the low- and high-pressure cylinders, yet, if a part 
of the volume delivered by the low-pressure cylinder be drawn 
from the intercooler, the high-pressure cylinder fails to work satis- 
factorily. The air remaining in the intercooler expands lo a lower 
pressure before going to the high-pressure cylinder, so that the ratio 
of compression in this cylinder is increased, and the heat gener- 
ated is raised to a correspondingly higher degree. With such a rise 
in temperature as would be produced by increasing the ratio of 
compression from, say, three lo fifteen or twenty, proper lubrica- 
tion is impossible, and the conditions would be favorable for an 
explosion in the cylinder. 

This difficulty is met by using " skip-valves " (Fig, si)as inlet 
\-alves of the high-pressure cylinder. They arc designed lo open, 
and remain open, whenever the high-pressure inlet air falls below 
the normal, by reason of having drawn off a portion of the air from 



lOO COMPRESSED AIS PLANT FOR MINES 

the intercooler. The high-pressure cylinder is thus temporarily 
unloaded in part, since the air entering at each stroke is returned 




to the intcrcoolcr. The skip-valve is a mushroom spring-poppet, 
D, carried in the guides A,A. Above the \'alvc is a small, spring- 
controlled plunger B, the space below which is occupied byair at 
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inlercooler pressure. When this pressure falls below thai for 
which the spring C is set, the plunger advances and forces open 
the inlet valve, holding it open until the intercooler pressure rises 
sufficiently to cause the- plunger to recede. The valve is ihen 
free to work automatically in the usual manner. The action of 
the valve thus adjusis itself constantlj' to the var\-ing pressure 
of the intake air coming from the intercooler; and the variation 
in consumption of power by the high-pressure cj'linder is taken 
care of by the governor applied to the steam end, of the com- 
pressor. 

IngersoU-Sei^eant Ptston-Inlet Valve. In ihe IngcrsoU-Rand 
compressor the inlet valves are placed in the piston (Fig, 52). The 




—Piston Ink-l Comprt: 



IngcTsoll-Rand Co, 



piston is hollow, and into its rear end is screwed a hollow back 
piston-rod passing out through a stuff ng-box in the cylinder head. 
There are two large ring-shaped valves, made of composition 
metal, one in each side of, the piston. These valves rest in their 
seats without springs or other connection, except Ihat in the piston 
casting there arc several small sluds which [mss ihrough slots in 
the valve ring. While ihe compressor is nmning, the air is drawn 
in through ihe hollow piston-rod in an almost constant stream, 
passing through either valve first into one end of the cylinder, 
and then into the other. Al the beginning and end of each stroke 
ihe valves are allcmaicly opened and closed by their own inertia. 
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as the piston reverses its motion. The valve in that face of the 
piston which is toward the direction of movement is always closed, 
while the other is open for the passage of the air entering through 
the hollow rod into the cylinder behind the piston. On account 
of the large size of the valves their throw, or lift, is only about 
one-quarter inch. 

In this compressor the area of the air-inlet pipe is about ten per 
cent, of the piston area. Although the actual port area of the 
valve itself is. less than this — say, six per cent. — the velocity of in- 
flow is moderate and the volumetric efficiency high. This net area 
is less than for some compressors having a group of valves, but is 
found to be sufficient because the inlet is concentrated in a single 
opening. It is probable that during admission there is less differ- 
ence between the pressure of the air taken into the cylinder and the 
atmospheric pressure than with any form of spring-controlled 
valve, for, meeting with no resistance due to springs, the air enters 
freely. Moreover, when the end of the stroke is reached the in- 
flow of air is suddenly checked, and the momentum of the column 
of air in the inlet pipe tends to cause a slight increase in the density, 
and therefore the weight, of the body of air already taken into the 
cylinder. 

These valves wear well, and their use permits a moderately 
high piston speed. Other advantages are: the cylinder castings are 
simplified ; the space in each cylinder head otherwise occupied by 
inlet valves may be utilized for additional water-jacket area; and 
the number of moving and wearing parts is reduced. It is probable, 
however, that these advantages are partly offset by the rise in 
temperature of the intake air in its passage through the hollow 
rod and piston. These are necessarily heated, so that the weight of 
air filling the cylinder is relatively less than if it had entered by a 
more direct path. 

Johnson Valve. In the Johnson compressor, built in England, 
there is a single poppet inlet valve of the gridiron type at each 
end of the cylinder. It has a large area, with a small lift, and is 
mounted in a peculiar way on the same spindle with the discharge 
valve (Figs. 53 and 54). Both valves are rendered easily accessible 
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by being placed in a cliamber projecting horizontally from the end 
of the cylinder. This chamber is closed by a cast-iron plate held 
in place by a yoke and set-screw. The lift of the valve is con- 
trolled by an outside adjusting nut, c, on the spindle. The inlet 
valve is provided with a " lifter" (Fig, 53, d) by which it can be 
raised from its seat and thrown out of use, if it be desired lempora- 





FtGS. S3 ■>"•' 54 — Johnson Air Val' 



rily to make the compressor single-acting. The Johnson valve 
closes by gravity only, no springs being used, 

HumboUt Rubber Ring Valve. The older form of Humboldt 
wet compressor (sec Fig. 33) has a simple and ingenious v'alve 
(Fig. 55). It consists merely of a rubber ring of round cross- 
section which covers a series of horizontal slots, or ports, in a cyl- 
indrical casting set in the top of each air chamber. Three of these 
rings, a, with the slots, /, comprise the inlet valves in each end of 
the air cylinder; the casting, c, in which they are placed forming 
a part of the ralve-chambcr cover. The casting, c, is strengthened 
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against the internal pressure by a series of webs, d. As the 
pressure in the air chamber falls during the inlet stroke the at- 
mospheric pressure expands the rubber rings, forcing them away 
from the slots, and allowing air to enter. Then on the reversal of 
the stroke the elasticity of the rings causes them to tighten up on 
their seats and close the ports. The valve openings are relatively 
large and permit free entrance of air. The discharge vahe, b, has 
the same construction, but consists of a single ring only, of larger 
diameter and cross-section. These rubber valves are found to last 




Fig. SS-— Humboldt Rubber Ring Valve. 

well, as they are kept wet and are not exposed to any great degree 
of heat. They would be entirely unsuitable for dry compressors. 
Similar rubber valves are used in a wet compressor built by the 
Dingier Machine Works, Zweibrueckcn, Germany, The Guttcr- 
muth valve is used in a later form of compressor built by the 
Humboldt Machine Works. It is a spring clack-valve, made of a 
rectangular plate of thin steel and provided with a grid seat. One 
skle of the plate is coiled m a spiral, through the center of which 
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passes a stationary rod or spindle, the inner edge of the spiral being 
inserted in a longitudinal groove in this spindle. By placing 
several valves side by side any desired area of opening can be 
furnished. To avoid the harmful effects of inertia, the valves 
are made of extremely -thin plate, with delicately adjusted and 
sensitive springs, and by so arranging them that the current of 
air in passing through the valve into the cylinder undergoes but 
slight changes of direction, any serious eddying of the air around 
the edges of the plale is prevented. 

Leyner Flat Annular Valve, This recent form of lahe, to- 
gether with its arrangement on the cylinder heads, is shown by Figs. 
56 and 57. Fig. 56 comprises a longitudinal section through the 
adjacent ends of the low- and high -pressure c}-lindcrs of a straight- 
line, two-stage compressor, indicating incidentally the circulation 
of the air through the intcrcooling tubes of both cylinders, as de- 
scribed in Chapter VL At each end of the cut, left and right, is 
an outline cross -sect ion, respectively of the low-pressure and 
high-pressure cylinder heads, showing the groups of intcrcooler 
tubes, with ihe valves themselves and their ports. 

The inlet and discharge valves being similar in form, a descrip- 
tion of the inlet only will be given (Fig. 57). It consists of a thin 
steel plale cut io a peculiar form. The outer, or seating portion, 
is a narrow annulus, with two slender internal arc-shaped strips 
terminating in a central ring, which is locked against the cylinder 
head by a steel nut encircling the piston-rod, thus holding the 
valve in place. The arc-shaped strips, connecting the seating part 
of the valve with the fixed central ring, are sufficiently long and 
flexible to serve as springs, and to permit the valve to open and 
dose freely under vcr}- small differences of pressure. There is 
but one inlet and one delivery ^-alve at each end of the cylinder. 
The inlet ports, D, D, four in number in each cylinder head, are 
cun'cd, slol-like openings, arranged in the form of a circle. There 
are six similar but smaller discharge ports, E, E. Total area of 
inlet ports is about fourteen per cent., and of discharge ports, 
nearly nine per cent, of the piston area. The discharge valves are 
held in position by the hollow conical casting surrounding the 
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pislon-rod stuffing-bo.\. Their height of lift is limited by the 
stops, shown near F, F, 

This valve issimpleindcsign, without separate springs, and con- 
sists of one part only. It cannot be doubted that the resistance 
lo opening of the inlet valves is extremely sinaU.* As the clearance 




I AciimUr Inlft-Valvc 



volume in these compressors is small (1.02 per cent, of the cylinder 
volume in the r4-inch high-pressure cylinder mentioned in the 
foot-note), a high volumetric cfliciency is staled to have been ob- 
tained, a number of tests showing it lo range from 9.5.6 to 97 per 
cent. 

• In it Lom muni ration lo ihi- DUlhor ihc makfrs slalc ihal rcpfalcd lesla (il a 
14 and 11 X ifi inch, j-sugc compressor show a loss of intake pressure of nnly 
0.9 ounce. On a card made with a lo-scale spring, ihis would be repteaenled by s 
difTcrcDce of the inapprrdablc aniounl of a.ao^ inch. iKlwecn ihr intake and at- 
mospherii- lines. The frictional k>ss through the delivery port* of Ihc same com- 
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Arrangements for Admitting Inlet Air to the Compressor. It is 

of great importance that the intake air shall be as cool as possible. 
The colder the air the smaller is the volume occupied by a given 
weight of air taken into the compressor cylinder, and the greater the 
output. Taking in warm air involves loss of capacity and of econ- 
omy in production. Mr. Frank Richards points this out in a con- 
vincing and simple way.* **The volume of air at common tem- 
peratures varies directly as the absolute temperature. With the 
air supply at 60° its absolute temperature is 521°, and its volume will 
increase or decrease -^Ij for each degree of rise or fall of tempera- 
ture. Therefore, if in securing the supply of air we can get a dif- 
ference in our favor of 5° . . . we accomplish a saving of about 
one per cent. If a difference of temperature of 10° can be secured 
two percent, is saved,'' practically without cost. The practice of 
taking air from the engine-room is a common one at mines, and is 
bad not only because such air is usually heated to a considerable 
degree, but is apt also to be charged with dust which causes un- 
necessary wear of valves and piston. 

Some means should be provided to convey to the compressor 
fresh air, taken preferably from some point outside of the building. 
A box or pipe of wood is better than one of iron, because of the 
smaller conductivity of w^ood. Its cross-section should be suf- 
ficient, say, at least one-half the area of the cylinder, to avoid loss 
from friction. To make such a connection conveniently the inlet 
valves should be enclosed in an external air chest on each end of 
the cylinder. Compressors having a single inlet valve, such as 
the Norwalk, Ingersoll-Sergeant, Sturgeon, etc., are better adapted 
than some of the others for making this arrangement. In any 
case, care should be taken to prevent the entrance of dust, leaves, 01 
rubbish. If the inlet be left open, particles floating in the air ma> 
be drawn in by the strong current, and obstruct the valves or in 
jure their seats and the smooth working surfaces of piston an< 
cylinder. In such a design as that of the Ingersoll-Sergeant pisto 
inlet, it is essential that the outer end of the hollow rod be covere< 
because in case of derangement the valves are not so accessible i 

* "Compressed Air," p. 55. 
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ordinary poppets. This protection is provided in recent designs 
of this compressor. By building a suitable conduit from the out- 
side of the compressor house to the air box enclosing the inlet valves, 
it is obvious that a greater saving can be effected in winter than in 
summer, but even in warm weather some advantage is gained, 
especially if the conduit opens on the north side of the building, out 
of reach of the sun's direct rays, and is carried vertically to some 
height above the ground level. 



CHAPTER VIII 
DISCHARGE OR DELIVERY VALVES 

The conditions affecting the action of the discharge valves of a 
compressor are wholly different from those which govern the suction 
or inlet valves. While the latter must be capable of opening 
under very small differences of pressure, the discharge valves are 
subjected to a heavy pressure on both sides. Furthermore, owing 
to unavoidable irregularities in the use of the air, the receiver 
pressure usually fluctuates considerably, so that the point of the 
stroke at which the discharge valves open cannot depend solely on 
the conditions, as to the ratio of compression, etc., under which 
the compressor itself is working. The time of opening must de- 
pend also on the relation between the variable pressures in 
cylinder and receiver. 

For this reason, the sensitiveness of operation essential in inlet 
valves is unnecessary for the discharge valves. The chief require- 
ments are that they shall be free to open when the cylinder pressure 
exceeds that of the receiver, shall fit accurately on their seats, and 
close promptly at the end of the stroke. Delay in dosing, or leak- 
age between valve and seat, are far more serious than in the case of 
inlet valves, because these defects are equivalent to an increase of 
the piston clearance and consequent reduction of the volumetric 
capacity of the cylinder. The leakage of even a small quantity of 
compressed air back into the cylinder is equivalent to the loss 
caused by an abnormally large clearance space. The conditions 
under which discharge valves operate, therefore, are such as to 
afford a relatively limited field for innovation or improvement, 
as compared with inlet valves. 

Poppet Discharge Valves. Aside from a few designs in which 

no 
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mechanical control in some form is introduced (see Chapter IX), 
nearly all discharge valves are of the poppet type. They are made 
heavier than inlet valves, with stronger springs to reduce hammer- 
ing on their seats. Though varying in details of construction, they 




Fig. 58.— liidlaw-Dunn- Gordon Poppet Discharge Valve. 



may be represented fairly by the accompanying figures. Several 
other designs are also shown in the various sections of air cjlinders 
illustrated in the preceding pages. Two of the ordinary forms of 
cup-shaped poppet, with internal springs, are shown in Figs. 58 
and 59. Occasionally they are of the mushroom type, somewhat 
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similar in shape to the inlet valve (Fig. 47), the spring then encir- 
cling the spindle. The valve may be of steel or bronze, with a 
bronze seat. To make it easier to keep them tight, the seating 
surfaces are usually coned. A group of several poppet valves are 
commonly employed, in order to avoid making them of large size 
and weight. The inertia of heavy \'alves causes destructive wear, 
under their high working pressure. Each vah c should be readily 
accessible for adjustment, re-grinding, or renewal. They are ihere- 




Fio. 59, — Norwalk Poppei Discharge Valve. 



fore covered by caps screwed into the outer cylinder head; or, j . 
some makes, by plates bolted on over the valve chamber. 

Cataract-Controlled Poppets, In another type of poppet di ■ ' 
charge, the valve is not only provided wilh a spring, but its actic 
is further modified by attaching the valve stem to the piston of. 
small cataract cylinder, containing either air or oil. This is . 
ease their movements and avoid hurtful shocks.* Oil-catara^. 



• Similarly controlled poppets ai 
pcan compressor-builders. 



mployed as inlet valves by sc 



eEu: 
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valves arc used, for example, m the compressors built by Schuech- 
termann and Kremer, Dortmund, Germany;* air-cataracu in 
those of R. Meyer, Muhlhcim-Ruhr ; 0. A. Schuelz, W'urzcn; 
Mcnck and Hambrock, Altona, and the Humboldt Machine Works, 
Kalk, (The rubber ring discharge valve, of the last-named build- 
ers, has already been referrc-d to, in connection with Fig. 55.) 

These valves are employed to a considerable extent in Europe, 
but are not well known in ihis counlr)-. Some of them are 




Fic. 60. — "Express" Poppet Valve, Riedier Comprcaaor, 

very satisfactorj-, provided the piston speed be slow; for high- 
speed compressors they do not work with sufficient promptness 
lo prevent " slip " or leakage of some of the compressed air back 
into the cylinder. The chief object sought in these cataract move- 
menis is attained in another way^by the jiartial control of an ac- 
companying Corliss valve— in ihe " Cincinnati" valve gear of the 
l.aidlaw-Diinn-Gordon Co., described in Chapter IX (see Fig, 64). 
Riedler Discbarge Valve. A poppet discharge valve entirely 
different in design is shown in Fig. 60, representing one of several 
patterns employed in the Riedler compressors. This is a lighl, 

• Dtsoribcd in London Eriginrering, Dec- ulh, 1901. 
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cylindrical valve, A, provided with packing rings D. The cylinder 
in this case is vertical, and the piston, L, carries at its periphery the 
plate P, held in place by the stud N and the spring M. WTien 
closed the valve scats on the plate E, being held against it by the 
air pressure in the discharge passage acting on the utider side of the 
upper flared end. In this position the round air ports near the 
lower edge of the valve are closed by the valve guide, at C,C. As 
the piston advances, and when the cylinder pressure exceeds that in 
the receiver, the valve is opened by the air pressure on the upper 
side of the flared end. This movement of the valve is cushioned 
by the air trapped above the guide, B, B. On reaching the end of 
the stroke, the plate P, on the piston, strikes the lower edge of the 
valve and closes it against its seat E, the shock being cushioned by 
the springs F and M. The double cushioning, in both opening 
and closing, tends to durability; and, moreover, it should be re- 
membered that, when the plate P strikes the valve, the crank is 
nearly on its center, so that the piston is moving very slowly. The 
standard mechanically controlled air-valve motion of the Ricdler 
design is described in Chapter IX. 

Several other forms of discharge valve will be noted later, in 
connection with mechanically controlled valve motions. 

Discharge Area for Air Cylinders. The volume of air to be 
discharged from the cylinder having been reduced by compression 
to a small fraction of the volume occupied at atmospheric pressure, 
it might appear that the total area of the discharge valves could be 
made much smaller than the inlet area, without producing ex- 
cessive frictional resistance. But the compressed air must be 
forced out of the cylinder in a relatively short period of time. While 
the air enters throughout nearly the entire stroke, the delivery must 
take place while the piston is making, say, the last third or quarter 
of the stroke. Therefore, in a compressor of ordinarj' design, with 
several poppet inlet and discharge valves, the total discharge area 
should be about equal to the inlet area, provided the piston speed 
be moderate. AMien the inlet area is concentrated in a single 
valve (for example, like that of the Ingersoll-Sergeant piston inlet), 
the discharge area is made about double the inlet area, though this 
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relation varies in cylinders of different sizes, being proportionately 
greater in the larger compressors. Obviously, other things being 
equal, the discharge area should increase with the piston speed. 
For a speed of 300 feet per minute, the best results are obtained 
by making the discharge area, say, 10 per cent, of the cylinder area ; 
for speeds of 450 to 500 feet per minute, 15 per cent.* In some 
compressors, however, the discharge area is as small as from 8.5 
to 9.5 per cent. 

The above considerations apply in a measure also to the passages 
through which the air passes from the discharge valves to the pipe 
leading to the receiver. In some designs these are too restricted 
to permit a free flow of the air. The velocity of discharge should 
be made as small as possible, to minimize the resistance due to 
friction; otherwise, during the period of deliver)' the pressure of 
the compressed air in the cylinder will rise momentarily above the 
normal, and then drop back after the air has passed out to the 
receiver. This causes a loss of power and unnecessary strains on 
the moving parts of the compressor. The amount of loss from 
this cause is represented by the irregular area of the air card which 
lies above a horizontal line drawn through the point corresponding 
to the pressure at the end of deliverj'. When the discharge valves 
first open, the piston is moving at a high velocity, and equilibrium 
with the receiver pressure is only attained as this velocity decreases 
toward the end of the stroke. 

* W. L. Saunders, Compressed Air^ Dec, 1896, p. 153. 



CHAPTER IX 

MECHANICALLY CONTROLLED VALVES AND VALVE 

MOTIONS 

The disadvantageous features of inlet valves whose opening 
and closure depend primarily upon difference of air pressure have 
led to the introduction of numerous mechanically controlled 
valves. By their use fewer valves are required, as a rule, because 
they may be made much larger and have a higher lift. As dis- 
tinguished from ordinary poppet valves, they are operated or con- 
trolled by being in some way connected with the rotary or recipro- 
cating parts of the compressor. A prompter opening is thus 
secured, so that the compressor is enabled to take more nearly a 
full cylinder of air at each stroke. 

In some designs the connection between the valves and their 
operating mechanism is absolutely positive and fixed for any one 
setting of the valves, which are timed with respect to the piston 
stroke, so as to open at the instant the clearance air has been re- 
expanded to atmospheric pressure, and to close at the end of the 
stroke. Other designs involve the use of springs, which modify 
to some extent the operation of the controlling mechanism, thus 
allowing for variations in working conditions, as well as for in- 
accuracies of adjustment or slight derangements caused by wear 
of parts. Still other valve motions exert a partial control, which, 
within narrow limits, leaves the valve free to act under difference of 
air pressure inside and outside of the air cylinder. 

As a rule, in the recent designs of mechanical valve motions the 
inlet valves only are positively controlled, and in most cases the 
type of valve used is a modified form of the Corliss. But while 
mechanically controlled valves are often employed for the low- 

ii6 
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pressure cjlindcrs of stage compressors, they are Dot suitable for the 
high-pressure cylinders; the inlets of these are subjected to heavy 
pressures on both sides, and are best allowed lo open and dose 
solely under the difference between these pressures, which is more 
than sufficient lo produce prompt action of the valve al the proper 
time. Poppet valves arc therefore generally used for this service. 

Mechanical Control for Discharge Valves. I'he adoption of any 
system of mechanical control for discharge valves is a matterof some 
difficulty, because of the fluctuations of receiver pressure under 
which these valves are compelled to operate. In attempting to 
open them by a positive mechanical movement, at a lixed point 
of the stroke, two cases may occur: i, in event of a drop in receiver 
pressure below the normal, the valves and their controlling mech- 
anism would be subjected to a heavy strain, before the point of 
opening is reached, due lo the excess of cylinder pressure; and, 
2, if the pressure in the receiver should rise above the normal, 
the valves, until permitted to open by the controlling gear, would 
be held forcibly on their seats, against the excess of receiver press- 
ure. In either case, derangement or breakage of the valves or of 
some part of the controlling mechanism may occur. 

Hence, in order that the discharge valves may adjust themselves 
automatically lo the \-arying conditions, some degree of freedom 
as to their time of opening must be allowed. It is true that the 
range of fluctuation in receiver pressure is lessened by the use of 
air-pressure regulators (Chapter XI); nevertheless, only a partial 
mechanical control of these valves is practicable for any ser\ice in 
which the consumption of air is x-ariable or intermittent. More- 
over, Corhss valves of the ordinary patterns used for compressors 
do not serve well for discharge \'alves where the ratio of compres- 
sion is greater than, say, three or three and one-half ; because they 
must then be sel to open too late in the stroke to permit a free 
discharge. This applies to single-stage compressors, as designed 
for ordinary sen'ice, as well as to the high-pressure cylinders of two- 
stage machines. A number of devices have been introduced for 
dealing with these conditions; such as the use of relief valves 
working in conjunction with mechanically operated discharge 
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valves ; or, as in one form of the Riedler compressor, the opening 
of the valve is governed in part by the air pressure, a very small 
free lift being allowed by the controlling mechanism for affording 
the necessary relief. 

Valve Motion of Norwalk Compressor. An adaptation of the 
Corliss valve gear has been used for many years for the low-press- 
ure cylinder of this compressor (Fig. 6i). One large inlet and one 
discharge valve are set in chests at each end of the cylinder. Pop- 
pet valves are employed for the high-pressure cylinder. These are 
shown in Fig. 7, together with the cross-sections of the low-pressure 
Corliss valves in their respective chests. The main valve-rod, a, 
is driven by a drag- or return-crank, 6, mounted on the crank-pin 
of the fly-wheel. The rod is pin-connected to a short lever, c, on 
the spindle of the forward inlet valve, and from this lever a link, rf, 
passes to a corresponding connection with the inlet valve at the 
other end of the cylinder, the parts being so adjusted that one 
valve opens as the other closes. A positive movement of the valves 
is thus obtained. 

An essential feature of this valve motion is the introduction of 
the cams / / and g g, for operating the discharge valves. These 
cams are mounted in pairs on the respective inlet and discharge 
valve spindles, and form part of the short levers c. As each inlet 
valve oscillates, its cam rolls smoothly upon that of the discharge 
valve above it, the shape of each pair of cams being such that the 
discharge valve is opened full at the proper point of the stroke, i.e., 
when the pressure within the cylinder becomes equal to that in the 
discharge passage outside. Then, at the end of the stroke, when 
the cams move in the opposite direction, and while still rolling upon 
each other, the discharge valve is closed without shock by the con- 
necting link, e. This link is elastic, being made of two telescoping 
parts, somewhat on the principle of a dash-pot, thus allowing the 
freedom of movement necessary for dealing with variable receiver 
pressure. 

In recent years, a number of other compressor-builders have 
adopted modifications of the Corliss valve gear for the air cylinders. 

Nordberg Valve Motion. For single-stage compressors of this 
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make, the inlet valves are of the Corliss type, poppets being used 
for discharge (see Fig, 35). The inlet valves are operated posi- 
tively from a triple wrist-arm, on the side of the air cylinder. This 
wrist-arm is driven by an eccentric on the crank-shaft, the ron- 
necting rod being supported by an intermediate carrier arm, sus- 
pended from the engine frame. Connecting links pass from the 
wrist -arm to the valve levers. The lap of the valves can be altered, 
when necessary, by slightly shifting the angular position of the 
lever with respect to the valve spindle on which it is mounted. 
This is done by means of a pair of adjusting screws on the hub of 




FlO. 6j. — Air Cylinder of Nordberg Compressor. 

the valve lever, the correctness of the valve motion being unaflected. 
The discharge valves are of the cup- poppet type. 

The double- and triple-stage compressors are provided with 
similar inlet valves, a modified Corliss valve, with double ports, 
being used for dischai^e (Fig. 62). This valve is shown open on 
the right- and closed on the left-hand end of cylinder. An opening 
in the center of the valve allows the air to discharge on both sides. 
In the axis of each Corliss ^-alve are set a series of spring poppets, 
which act as relief valves when the receiver pressure falls below the 
normal. It will be seen, by reference to the above figures, that the 
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water-jacketed area on the cj-linders is unusually large, jackets 
being applied wherever possible on the heads and around the 
valves, as well as on the cylinder barreb. 

Another form of Nordberg valve gear is used in compressors in- 
tended to be driven at constant speed — by belting or gearing from 
an electric motor, water-wheel, or engine used for other service. 
'WhUe the general construction of the air cylinders is the same as 




Laidlaw-Dunn -Gordon Co. 



shown in Fig, .^5, the inlet valves are provided with a releasing 
mechanism. The valves are opened and closed as usual by wrist- 
plate links, when the air pressure is normal. But when the press- 
ure increases the inlet valves are released from the valve motion 
and held open until the pressure drops; that is, the compressor is 
unloaded for the time being, useful work ceasing. The release is 
effected by introducing knock-off cams, similar to those used for 
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Corliss Steam valves, these cams being operated by a loaded plunger 
to which the compressed air is admitted when the pressure exceeds 
the normal. With this gear the compressor is self-regulating to 
within small limits. For duplex compressors, added delicacy of 
regulation is obtained by designing the knock-off cams to unload in 
four successive steps, according to the variation in air pressure. 

Laidlaw-Dunn-Gordon Valve Motions. Several forms of me- 
chanical valve motions are made by these builders. One of them 
is shown in the arrangement of its valves, by Fig. 63, the mlet valves 



Flo. 64- 




j" Valve Gear, Laidlaw-Dunn-Gurdon Compressor. 



being of the usual Corliss pattern, with spring -poppets for the 
discharge. 

Another design, recently brought out, is the " Cincinnati'' air 
valve gear {Fig. 64. Sec Fig. ig also, for a plan and longitudinal 
section of the complete compressor). This valve motion is peculiar 
in the fact that a single Corliss valve, at each end of the cylinder, 
serves as both inlet and discharge. The cross-section of the valve, 
therefore, differs materially from the usual form, as shown by the 
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cut. The valve at the right-hand end of the cylinder is in position 
for admitting inlet air, the air passage being indicated by dotted 
lines; while that at the left is open for discharge, the corresponding 
inlet being closed. A large poppet is set vertically just above the 
Corliss valve. The latter is timed to open the port sufficiently early 
in the stroke to leave the poppet free to rise whenever the pressure 
in the cylinder exceeds receiver pressure. At the end of the stroke 
the Corliss valve takes its inlet position (right-hand of cut), and at 
the same time, by shutting of! the discharge, confines a small 
quantity of compressed air in the passage under the poppet. This 
air acts as a cushion, and allows the poppet to seat itself slowly and 
without shock, during the return stroke of the piston. The neces- 
sity for the usual sharp closure of the discharge is thus avoided; 
the spring may be made lighter, and the wear of both valve and 
seat is reduced. 

It will be seen that the fixed mechanical control of the valves 
is exerted at three points: opening and closing of the inlet, and 
closing of the discharge. In permitting the poppet to open freely 
by the combined action of both valves, one of the chief difficulties 
of api>lying mechanical control to discharge valves is eliminated, 
viz, : that of dealing with the variable receiver air pressure. This 
valve motion is well suited for running at high piston speeds, as, 
for example, in the case of compressors driven by direct-connected 
motors. 

Allis-Chalmers Valve Motions. These are of se\'eral types, 
resembling in part some of those already described, but dilTering 
in many details. Fig. 65 shows a standard form for the duplex 
compressor, in which the Corliss inlet valves are operated from a 
triple wrist-arm, driven by an eccentric on the fly-wheel shaft. 
The discharge valves (five in number for ordinar>' sizes of com- 
pressor) are spring-ix)ppets of the cup form. 

Another design of discharge valve employed by these builders 
consists of a light cup-shaped poppet, without a spring, which is 
permitted to open freely, according to the air pressures, but is 
closed positively by a plunger actuated from a separate wiist-plate 
and eccentric. A single valve is placed in each cylinder head. 
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The plunger, carried by exterior guides, works within the valve and 
is so timed that it forces the valve to its scat just at the end of th< 
stroke. On the return stroke of the piston the plunger recedes, 
while the valve is held on its seat by the receiver pressure until the 
pressure within the cylinder rises sufficiently lo open it. In closing 
the vahe, the advancing plunger is cushioned on the air in the cup 
of the valve, so that the latter is seated without shock. 

Still another form of AUis- Chalmers valve-gear consists of me* 
chanicaJly operated Corliss valves for both inlet and discharge. 




' 


1 

1 

1 


SH 




m 


J-IO. 65.— Slandard Air VaJve Molion. AUis-Chalmers Co. 

The lime of closing of the discharge valve is adjusted for the 
maximum working pressure. To allow for \'arialions, smalt 
auxiliary spring poppets are pro\-idcd, lo act as relief valves.. 
These open freely when the receiver pressure falls below the 
working pressure for which the positively ojierated Corliss valves 
are set. 

Sullivan Valve-Motions. In the cross-compound, Iwo-stagft 
compressors of this make, Corliss valves arc employed for the in- 
take of both low- and high-pressure cylinders. Fig. 66 is a 
longiluHinal sretion of the high-jiressurc cylinder, the discharge 
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valves of which are of the poppet form. Corliss discharge valves 
are used in the intake cylinder, but are accompanied by poppet 
relief valves, similar in principle to those in one of the AUis-Chal- 
mers designs described above. The air %'alve gear is driven by the 
usual eccentric and wrist-plate motion. 

Both air cylinders of the Sullivan two-stage, straight-line com- 
pressor are fitted with Corliss inlet valves, operated from an eccen- 
tric pin attached to the main crank-pin. The discharge valves in 




Fic. 66. — Sullivan Air Cylinder, showing Corliss Inlel \'alves. 

this compressor are arranged in a rather unusual manner, being 
placed in the lower, instead of the upper, part of the cylinder 
heads. In some of the other patterns of these makers, ihc poppet 
discharge ^■alves are set radially around the up|)er part of the cylin- 
der-head castings. (See, for example, the cross-section of two- 
stage compressor, Fig. 35.) By this arrangement the piston clear- 
ance can be made \er}' small, and the valves, placed in removable 
seats, are surrounded by the water-jackets. 
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Other Mechanically Controlled Valve Motions, resembling in 
principle those already noted, though diflfering in details of con- 
struction, are employed in a number of compressors which need 
not be described here, such as the Franklin, Clayton, Rix, American, 
etc. With but one exception, the mechanically controlled air 
valves referred to in the preceding pages are modifications of the 
Corliss rotary or oscillating valve. A wholly diflferent type, how- 
ever, is found in the 

Riedler Air-Valve Motion. This ingenious valve motion has 
undergone several radical modifications since it was introduced, 
about twenty years ago. Its present design, as built until recently 
by the AUis-Chalmers Co., is illustrated in Figs. 67, 68, and 69. 
Fig. 67 comprises side and half -end elevations of the low-pressure 
air cylinder. The mechanical control is exerted through a wrist- 
plate. A, supported on the side of the cylinder and operated through 
a lever from an eccentric on the fly-wheel shaft. Back of the wrist- 
plate is a horizontal sliding plate, B, to which the links, E, E, are 
pinned. This plate is caused to reciprocate, through a distance 
equal to the permitted lift of the valves, by two cams cut on the 
periphery of the wrist-plate and working against studs set in B. 
The motion thus transmitted through the links, E, oscillates the 
transverse rock-shafts, D, and produces the necessary throw of the 
forked levers, C, which control the closure of the valves. The 
rock-shafts are carried in bearings outside of the cylinder-head 
housings. 

The four valves, two suction and two delivery, are almost iden- 
tical in design, consisting of an annular seating portion, connected 
by radial ribs to the central disks. They are of a double-seated 
poppet type, the air passing within the seating ring as well as 
around its periphery. Screwed into the valve is a long stem, 
passing out through a stuffing-box in the cylinder head and into a 
bonnet bolted on outside. Within the bonnet is a dash-pot whose 
piston is attached to the valve stem. 

The operation of the inlet valve, F, Fig. 68, is as follows: At 
the beginning of the stroke the forked lever, C, is depressed by the 
rock-shaft and link, noted above. This leaves the valve free to 
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open, its movement being steadied by the dash-pot piston, G. 
The resistance presented by this piston is regulated by the adjusting 
screw, H. For ordinary sizes of compressor the total lift of the 
valve is one inch, giving a large area of opening. (The icj-in. 
valve shown in the cut, which is for the low-pressure cylinder of a 
24^^ and 38^^ X 48'' compressor, has an area of 45 sq. ins.) 
Toward the end of the stroke the forked lever begins to rise, there- 
by bringing the valve gradually nearer its seat, as the piston velocity 
decreases. In completing its movement the lever forces the valve 
upon its seat promptly at the end of the stroke. By this device, the 
valve attains its maximum lift and area of opening toward the 
middle of the stroke, when the velocity of the inflowing air is great- 
est, and is brought nearer its seat as the flow diminishes, so that the 
complete closure is eflfected instantaneously at the proper time. 

A similar control is exerted over the delivery valve, though the 
details of its bonnet, dash-pot, and forked lever are quite diflferent, 
as shown by Fig. 69.* At the proper point of the stroke the 

lever is depressed, so that the 
valve is free to open when the 
air pressure in front of the 
advancing piston has reached 
receiver pressure. Then, as 
the velocity of outflow dimin- 
ishes toward the end of the 
stroke, the valve is forced 
nearer its seat, and a prompt 
closure takes place the instant 
the stroke reverses. As a re- 
sult of this mechanical control, together with the action of the 
dash-pot, the operation of the Riedler valves is attended with but 
little shock, thus permitting a high piston speed. 

Cam-Controlled Inlet Valve. At the Lens colliery, in France, 
a cam movement has been successfully applied for controlling the 
opening of a poppet inlet valve (Fig. 70). The stem of the valve 

♦ The delivery valve in the cut is the same size as the suction valve previously 
described. It is designed for a smaller compressor, 15* and 24* X 36*. 
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Fig. 70. — Cam-Controlled Inlet Valve. 
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is provided with a spiral spring, and projects from the cylinder 
head, as usual. At the beginning of the stroke the valve is opened 
tapidly by a cam, a, of peculiar shape, playing against the end of the 
stem. The cam is mounted upon a small shaft which is geared to 
revolve once for each re\-olution of the compressor. At the end of 
the stroke the cam allows the valve to close under the action of the 
spring.* 

Sturgeon Inlet Valve. This peculiar valve, of an air com- 
pressor made in England, furnishes an example of a positive 
movement entirely different in principle from those already de- 
scribed. It is a large annular valve, c (Fig. 71), encircling the piston 
rod in each cylinder head, and 
b operated directly by the 
movements of the rod it- 
self.f The connection be- 
tween the valve and rod is 
frictional only, being brought 
about by a gland, e, which 
serves also to form a stuffing- ' 
box for the piston. By tight- 
ening or loosening the nuts, 
a, of the bolts by which the 
gland is attached to the ^alve 
flange, any desired amount of 
grip upon the piston rod can 
be obtained. This frictional 




FlO. 71. — Smrgeon Inlel Valve. 



grip b regulated so that the valve will not be opened until the 
clearance air has been re-expanded nearly to atmospheric pressure. 
Flanges on the ends of the valve limit its play in each direction, 
controlling the amount of lift and area of opening. The valve 
and stuffing-box together form the bearing of the piston rod in 
each cylinder head. At the end of the stroke a recess in the 
piston receives the large inner flange of the valve so as to 
diminbh the clearance. The mechanism is simple and its work 
satbfactory. 

♦ H. W. Hughes, "TeM-lxjok of Coal Mining," p. $$. t Idem, p. 53. 
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An arrangement resembling the above has been used in a 
compressor made by the Dover Iron Co., Dover, N. J. 

The well-designed Koster valve is of the piston type, almost 
unknown in this country for air-compressor service. It is now em- 
ployed by several European makers, among them: Pokomy & 
Wittekind, Frankfort, Neumann & Esser, Aachen, and W. H. 
Bailey & Co., Manchester, England. The valves, both inlet and 
discharge, are very large in area and are mounted on a longitudinal 
spindle deriving its reciprocating motion from an eccentric on the 
crank-shaft. Positive opening and closure are imparted to the 
inlet valves, but the opening of the delivery port is eflfected by an 
independent poppet, encircling the spindle and provided with a 
light spring. This valve motion constitutes a highly developed 
type, and is both reliable and efficient. 



t\ .■• 



CHAPTER X 
PERFORMANCE OF AIR COMPRESSORS 

The performance or duty of air compressors may be designated 
in several different ways. 

First. A standard of rating, useful for ordinar>^ purj)oses, 
is the duty in terms of cubic feet of free air compressed per 
minute to a given pressure. The theoretical output is found 
by multiplying the net piston area in square feet by the dis- 
tance travelled by the piston in feet per minute. The actual out- 
put will be less than the theoretical on account of various losses due 
to leaks, clearance, induction of warm air, friction of inlet valves, 
etc. In a properly designed compressor an allowance of fifteen per 
cent, to eighteen per cent, is sufficient to cover these losses, which 
must not be confounded with the mechanical loss of work — that is, 
the work expended in overcoming the friction of the compressor — 
and the loss of work due to the heating of the air under compression. 

Having found the capacity of the compressor, in terms of cubic 
feet of free air, the volume V, occupied by this air at any given 

VP 

pressure, P', is calculated by the formula already given: V = — , 

in which the following values are now assigned, viz. : 

V = initial volume of given quantity of air. 

P = normal absolute pressure of atmosphere (14.7 lbs.). 

P'=absolute pressure of air under compression, i.e., gauge 
pressure 4- 14.7 lbs. 

For example, 100 cu. ft. of free air, compressed isothermally to 
65 lbs. gauge pressure, will occupy a volume: 

_., 100 X 14.7 o . 

V = ^^-^ = 18.45 cu. ft. 

65 + 14.7 

^33 
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Conversely, the volume of free air represented by 18.45 ^^' ft- 
of air at 65 lbs. gauge pressure is: 

^, V'F 18.45 (65 + 14.7) r. 

V = — =— = — ^ ^ ^^-^ = 100 cu. ft. 

P 14.7 

By applying the 15 to 18 percent, allowance for losses stated 
above, this allowance depending on the type of compressor, re- 
sults are obtained sufficiently accurate for practical purposes. 
As the volumetric output of a compressor of given size of c}'linder 
depends on the density of the intake air, it will obviously be 
reduced when working at an altitude above sea-level. (See Chap- 
ter XIII.) 

Second. The size of the compressor may be designated in 
terms of the horse-power developed by the steam end, indicator 
cards being taken while running at normal working speed and while 
the usual volume of air is being consumed. 

Third. The effective horse-power of the quantity of com- 
pressed air delivered is determined from an indicator card, taken 
from the air cylinder. In testing a compressor it is customary 
to take a series of cards, simultaneously from both ends of the 
steam and air cylinders. They may then be compared, as shown 
by Fig. 20. 

If indicator cards be not available, the theoretical horse-power 
for single-stage adiabatic compression may be calculated by the 
formula : 

H. P. = — ^^-^—7 r I -pr ) " - I , in which 

33,ooo(» — i) L\ P/ J 

P = normal atmospheric pressure per square inch (14.7 poimds). 

P' = final absolute pressure per square inch. 

V = the volume of free air compressed per minute, in cubic feet. 

n = exponent of the compression curve, as given under the the- 
ory of air compression, viz.: for adiabatic compression, n= 1.406, 
and varies down to 1.18 or 1.2, depending on the efficiency of the 
cooling arrangements. For the best single-stage compressors, »= 
say, 1.25 or 1.3. 

For isothermal compression, the expression for the horse- power is : 
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H.P. = 



-^^ X P V ( Nap. log. ^ ) 
33,oco V "^ "=" P / 



Table V shows the horse-powers required, under the conditions 
named, to compress one cubic foot of free air per minute to diflFerent 
gauge pressures, by single-stage compression : 

Table V 







Single-Stage Compression, prom Atmospheric 






Pressure at Sea-Level. 


Initial Temp., 60* Fah. 






Horse-Power Required to Compress i cu. ft. of 






Free Air. 




Atmos- 






^ % 


pheres Ab- 
solute, or 
Ratio of 






Gauge 






Pressure, 


Theoretical Horse- Power. 


Actual Horse- Power (Approx.). 


J->LO« 


Comptes- 


1 


1 




sion. 






Allowance for 


Allowance for 






Isothermal 


Adiabatic 


Losses above 


Losses above 






Compression. 


Compression. 


Adiabatic Com- 
pression, 153^. 


Adiabatic Com- 
pression, 70%. 


20 


2.36 


•0551 


.0626 


.0720 


•0751 


25 


2.71 


.0637 


.0741 


.0852 


.0890 


30 


3-04 


•0713 


.0843 


.0970 


.1011 


35 


3.38 


.0782 


.0941 


.1082 


.1129 


40 


3-72 


.0842 


.1029 


.1183 


.1234 


45 


4.06 


.0895 


.1115 


.1282 


.1338 


50 


4.40 


.0950 


.1191 


.1370 


.1430 


55 


4.74 


.0994 


.1269 


.1460 


.1522 


60 


5.08 


.1041 


■1337 


.1537 


.1604 


65 


5-42 


.1081 


.1401 


.1610 


.1681 


70 


5.76 


.1123 


.1468 


.1690 


-1 761 


75 


6.10 


.1162 


•1535 


.1765 


.1842 


80 


6.44 


-"95 


.1591 


.1830 


.1910 


85 


6.78 


.1224 


.1651 


.1900 


.1961 


90 


7.12 


.1256 


•1703 


-1955 


.2040 


95 


7.46 


.1287 


.1760 


.2024 


.2112 


100 


7.80 


•1315 


.1807 


.2080 


.2168 


no 


8.48 


.1366 


.1894 


.2180 


.2272 


125 


9-50 


.1442 


.2025 


.2328 


.2430 



In colunms three and four of Table V are shown the theoretical 
horse-powers required for isothermal and adiabatic compression. 
The results of^isothermal compression are wholly unattainable in 
practice, and are placed here only for purposes of comparison. 
They represent an ideal which it is desirable always to keep in view. 



* The Naperian or hyperbolic logarithm of a number is obtained by multiplying 
the common logarithm by the constant 2.302585. 
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The figures given in the column of adiabatic compression are based 
on the assumptions that there is no radiation of heat from the air 
cylinder, and that the temperature of the air after deliver}' has 
become normal, its volume being therefore reduced to that which 
is practically a\^ilable for use. No allowances are included in 
these figures to cover losses other than that due to the heating of the 
air under compression. But the full amount of loss represented by 
adiabatic compression can never be suffered in the operation of com- 
pressors, however imperfect their design. The actual compression 
line must ahvays be lower than the adiabatic line, because of the 
radiation of heat through the cylinder walls. In ordinar>% single- 
stage compressors, properly water- jacketed and run at a reasonable 
piston speed, the compression line falls considerably below the 
adiabatic line. Whatever diminution of loss is effected by cooling 
of the air in the cylinder may therefore be credited against the other 
unavoidable losses, partially offsetting them, viz.: frictional or 
mechanical loss in the compressor, friction of inlet valves, heating 
of the intake air by contact with the hot metal surfaces, and piston 
clearance of the cylinder. These losses are \'ariable in amount, 
depending on the design of the compressor. 

In the absence of indicator cards, giving the actual results in 
individual cases, estimates based on practice may be made of the net 
power loss experienced in operating compressors, which will be con- 
venient for reference. With this understanding, an attempt is 
made, in colunms five and six of the above table, to show the actual 
horse-power required to compress one cubic foot of free air, imder 
the conditions stated at top of the colunms. Thus, iit column five, 
fifteen per cent, is assumed as a fair estimate, in case of well- 
designed and operated single-stage compressors, of the additional 
power required, over and above that for theoretical adiabatic com- 
pression ; this fifteen per cent, being taken as : the loss in purely 
adiabatic compression, minus the effect of ordinary water-jacket 
cooling, plus the other three losses mentioned at end of preceding 
paragraph. In colunm six, the power consumed in adiabatic 
compression is increased by twenty per cent., which represents 
relatively poorer work. 
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The figures in columns 3 and 4 or 5 and 6 (which are for 
free air), if multiplied by the corresponding ratios of compression 
(column 2), will give the respective theoretical and actual power 
costs of furnishing one cubic foot of compressed air, at the gauge 
pressures stated. 

Work Done by Stage Compressors. The theoretical horse- 
power required to compress a given volume of free air to any given 
pressure, P', is computed for a two-stage compressor by the for- 
mula: 

2 X 144 



H.-P. = 



x|^[(f)--.] 



This formula is derived from that for single-stage compression 
by dividing equally between the cylinders the total work done, and 
then taking the sum of the two. 

For three-stage compression the formula becomes : 

H.-P. = 3Xi44 X IX!L [ (I' ) "-i^ _ ,] 
33,000 w— I L \ P / J 

Reducing the constants, and fcr a volume of one cubic foot of 
free air, these formulas may be simplified thus: 

Two-stage, H.-P. = 0.449 (^ ) -i 

Three-stage, H.-P. = 0.6735 [ (- j - 1 J 

In these expressions it is assumed that the work of compres- 
sion in each c}^lindcr is done adiabatically, and that the temper- 
ature of the air after leaving the cylinder is reduced by intercool- 
ing to the initial temperature. 

For convenience, the horse-powers for stage compression at sea- 
level, both theoretical and actual, are given for a few gauge press- 
ures in the following table; the figures in the fifth and seventh 
columns being taken as an approximation to the results obtainable 
in practice from stage compressors of the usual designs. 

At elevations above sea-level, P is less than 14.7, and for any 
given altitude the atmospheric pressure must therefore be known. 
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Table VI 





• 

Ratio of Com- 
pression 


Horse-Power per 


Cubic Foot op Free Air. 


Gauge 
Pressure, 




Two-Sta«e 
Compression. 


Three-Stage 
Compression. 


Lbs. 


Isothermal 
Compression. 


Adiabatic 


Actual H- 
P., on basis 


Adiabatic 


Actual H.- 
P., on basis 








Compres- 


of Adia. 


Compres- 


of Adia. 








sion. 


Comp'n 


sion. 


Comp'n 












+ 15JS. 


70 


5-76 


0.1123 


0.129 


0.152 






80 


6.44 


-"95 


.138 


.163 






90 


7.12 


.1256 


-147 


•173 






100 


7.80 


.1315 


•154 


.182 


0.145 


0.167 


120 


9.16 


.1420 


.169 


.199 


•158 


.182 


140 


10.50 


.1508 


.181 


•213 


.169 


.194 


160 


11.88 


-1583 


.192 


.226 


.179 


.206 


180 


13-24 


.1654 


.202 


-238 


.188 


.216 


200 


14.60 


.1720 


.212 


.250 


.196 


.225 


250 


18.00 


- 1853 


.232 


.274 


-213 


-245 


300 


21.40 


.1963 


.249 


.294 


.228 


.262 


350 


24.80 


.2058 


.264 


-312 


.241 


•277 


400 


28.20 


.2140 


•277 


-327 


.252 


.290 


450 


31.62 


.2215 


.289 


•341 


.262 


.301 


500 


SS'Oi 


.2280 






.271 


-3" 


550 


38.41 


-2339 






.280 


.222 


600 


41.80 


-2393 






.288 


•331 


650 


45-21 


.2443 






.295 


-339 


700 


48.62 


.2490 






•301 


-346 


800 


55-42 


-2574 






-3M 


.361 



Table VII will be found useful for making calculations in 
which are used volumes and mean cylinder pressures for isother- 
mal and adiabatic compression. 

In this table the mean pressures per stroke, given in the 
fifth and sixth colunms, are obtained from the formulas for iso- 
thermal and adiabatic single-stage compression, which precede 
Table V, except that they are here expressed in terms of foot- 
pounds of work, instead of horse-power. These formulas may be 
put respectively in the following forms : p, 

Mean pressure per stroke (isothermal) = P X Nap. log. -p- 

Mean pressure per stroke (adiabatic) = 3.463 PLv'p"/ ""^J 



♦ The constant 3.463 



n 



1.406 
n— I .406 
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1 


i 


^^- 


i^. 


1 




1 


f 


Ml 


^4 


^1 


a 








s 


^JIU 




1 


^ 


J 




^ 


^ 


&• 




068 


9363 


95'X' 


.96 


-97S 


V... 




■36 


8803 


9100 




87 




9' 


i ' 




8305 


8760 




7J 




80 


88., 




173 


7B6. 


8400 


3 


S3 


3 


67 


,8 


5 ' 


340 


7461 


8100 




30 




50 


106 


■5 ' 


680 


5951 
4050 


6060 


7 


6> 
33 


f 


=7 
5' 


;;i 




3fe 


4=37 


5430 




63 






307 


as a 


700 


3703 


4940 




59 


'7 




=34 


y 3 


040 


3189 


4538 


16 


34 


'9 


40 


351 


35 3 


38' 


'957 


4100 








(10 


381 


40 3 


711 


i68j 


3930 


19 


3» 


^3 


66 


30J 


45 4 


061 


1463 


3700 




57 




59 


3" 


SO 4 


401 


1171 


3500 




69 


'7 


39 


339 


55 4 


741 


2iog 


33 'o 




76 






357 


60 s 


08. 


.q68 


3'44 


'3 


;8 


30 


75 


375 


6s 5 


413 


■844 


3010 


J-1 


75 


3^ 


32 


389 


7° 5 


III 


'735 


18S0 


^5 


07 


33 


33 


405 


75 6 




1639 


i;6o 




55 


35 


'7 


410 


80 6 


441 


'55^ 


1670 


17 


38 


36 


64 


43 a 


8s 6 


J82 


1474 


1566 


18 


■6 


37 


94 


447 


90 7 




1404 


J480 


la 


89 


39 


18 


459 


95 7 


46J 


1340 


J400 


29 


57 






47a 




801 


118, 


J3W 


30 






6b 


48s 


I^ 8 




.»i8 


"54 


30 


Si 




78 


496 


110 8 


483 


M78 


J. 89 


3' 


39 


43 




507 


tiS 8 


8»3 


"33 


11*9 


3' 


98 


44 


98 


5'8 




163 


1091 


=073 


3^ 


54 


46 


04 


5^9 


"S 9 


503 


1052 




33 


07 


47 


06 


540 


130 9 


843 


1015 


.Qfi9 


33 


57 


48 




SSO 


13s "o 


183 


098. 


19JJ 


34 


OS 


49 




560 


J40 10 


S'3 


«)5o 


i8;8 


34 


57 


50 




57° 


145 'o 


864 




'837 


35 


09 


5' 




580 


150 11 


104 


^l 


1796 


35 


48 


5' 


89 


589 


Ifo tt 


S80 


084. 


■ 7" 


3ft 




53 


65 


607 


170 II 


5fc 


0796 


'657 


37 




55 


39 


634 


.80 13 




°JS5 


'595 


37 


96 


57 




640 


100 I! 


930 


0718 


1540 


38 


68 


58 


57 


657 




600 


0685 


1490 


39 -4' 


50.I4 


673 



• KenU' 
ards' " Compressed Air," p. 



Taken &om a Ubte in Rich- 
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The work done during one stroke of the compressor is found 
by multiplying the mean pressure by the volume in cubic feet, 
V, traversed by the piston. 

When air is compressed adiabatically, the relation between the 
temperature T, of the air at the beginning of compression, and the 
temperature at the end, T', is shown by: 

Y'i-^y '. whence T'=t(^,)" 

The final temperature may also be found from the formula : 

t' = t(|.'P 

T and T' being absolute temperatures in each case. 

The compression cur\'e of an air-indicator card may be con- 
structed as follows, P V being the pressure and volume at one point 
of thecur\'e and P' V the pressure and volume corresponding to any 
other point. Designating the index number of the curve by .r; 



P /V'\^ 

p7 = [-y ) • From this, 



V'x ^^8. (I?) 



log. ( p-,) = X log. (-^ ) ; whence, x = 



log. {y) 

In considering an air card, it should be obser\'ed that the sev- 
eral lines have significations entirely different from those of a steam 
card. Referring to Fig. 72, which represents an ideal card: 
A B is the admission line, B C the compression line, C D the de- 
livery or discharge line, and D A the re-expansion line. The last- 
named line represents the eflfect of the re-expansion of the air filling 
the clearance space in the cylinder, on beginning a stroke (see latter 
part of Chapter V). Comparing the lines of the air and steam 
cards, they are found to be reversed, thus: 

Air Card. Ste.\m Card. 

Admission line. Back-pressure or exhaust line. 

Compression line. Expansion line. 

Deliver)' line. Admission line. 

Re-expansion line. Compression line. 
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The elements of an air-indicator card, together with the work 
done, as represented by the several lines and areas, will be further 
elucidated by referring to Fig. 73. 

In this analysis the compression is supposed to be done adia- 
batically. 



Delivery Una 




B 



Admission Line 
Fig. 72. 



Let A D = normal atmospheric line at sea-level. 

A G = />= corresponding atmospheric pressure, acting behind 
the piston at the beginning of the stroke (neglecting 
valve resistances and effect of clearance of previous 
stroke). 
G E = A D = length of stroke of piston. 
A B=adiabatic compression cur\e. 
B C = delivery line. 
At the point B the useful work of compression ceases; during 
the remainder of the stroke the volume of compressed air z'', at 
the absolute pressure //, is being forced out of the cylinder through 
the delivery valves. 

The area A B F G = the absolute work of compression. 
The area B C E F = the absolute work of deliver}-. 
The sum of these areas represents the total absolute work 
(that is, on the basis of absolute pressure) done during compres- 
sion and delivery. 
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Area ADEG = work done for the entire stroke by atmos- 
pheric pressure behind the piston. 

Area A B H =net work of compression. 

Area B C D H ==net work of delivery. 

Area A B C D A = total net work for entire stroke. 

From this analysis another method may be derived for calcu- 
lating the theoretical horse-power required for compressing air. 




T 



jr_ 



Fig. 73. 

It will often be found useful, when a table of temperatures of com- 
pression is available. 
Let 2t;= weight of a unit volume (i cu. ft.) of free air = .0765 lbs. 

Cp= specific heat of air at constant pressure = .2375. 

Ct;= specific heat of air at constant volume = .1689. 



n 



Whence, ;?^=n = 1.406, and 

Ct, n—i 



= 3.46. 



J = Joule's heat unit, taken as 772 ft. lbs. The work rep- 
resented by the area ABH = 

]XwxC^ (T'-T) -p (v-i/). 
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Also, the work done during delivery = BC DH = v' (^ — ^) . Hence, 
the total net work for one stroke of the piston 

= areaABCDA = JX2£/XC^ (T'-T) -(pv-fi/). 
If Cp be substituted for C,,, then pv = f/i/y according to the 
general equation for air compression and the total work, W = 

] XwxCp (T'-T). 
Substituting for J, w, and C^, their constant numerical values: 

W = J4.01 (T'-T), 
from which, for an air temperature of 60® F., at sea-level, 



H.-P. = 0.221 



Cf-] 



M 



By referring to the last column of Table VII and remembering 
that T and T' are absolute temperatures, i.e.y thermometric tem- 
peratures plus 459® F., the horse-power required for compressing 
one cubic feet of free air adiabatically to any gauge pressure may 
readily be calculated. 

Other expressions, for the mean effective pressures, may also 
be deduced from what precedes : 

.E.P. for the entire stroke -» p f -— — i j =3.46 # f — — i j 

1/ 
M.E.P. during delivery = — (P'—p)* 

The M.E.P. for compression only is found by taking the dif- 
ference between the pressures calculated by the last two formulas. 

The results obtained from the above expressions for work and 
mean effective pressure are theoretical To find the actual horse- 
power required, allowances must be made for the several losses 
experienced in the operation of the compressor, as already 
set forth. 



CHAPTER XI 
AIR RECEIVERS 

On being discharged from the compressor cylinder the air is led 
into a receiver before passing to the air main. Users of compressed 
air have been slow to realize the important part played by the air 
receiver in the economical operation of compressors, and until 
recently insufficient attention has usually been given to questions 
of its capacity, design, and position relative to the compressor. 

In its common form the receiver consists merely of a cylindrical 
shell of steel plate, resembling a steam boiler without tubes or 
flues. It is provided with pipe connections to the compressor and 
air main, a pressure gauge, safety-valve, drain cock, and man-hole. 
The receiver may be set vertically or horizontally, the vertical form 
being generally preferable, as it occupies less floor space (Fig. 74). 
Another design, which may also be employed as an intercooler, is 
illustrated in Fig. 45. The cubic capacity of the receiver 
should be properly proportioned to the size of the compressor. 
The dimensions range from, say, 24 ins., diameter by 4 or 6 ft. 
long, up to 48 or 60 ins. by 14, 16, or 18 ft., the largest sizes hav- 
ing a capacity of from 200 to nearly 400 cu. ft. Receivers are 
usually built to stand a test of 165 lbs. cold-water pressure, for 
working under pressure of ico to 120 lbs., higher pressures than 
this being rarely necessary in ordinary practice, such as mine 
service. The shells are single-riveted on circular seams and, ex- 
cept for small sizes, double-riveted on longitudinal seams; the 
heads being dished or hemispherical. To produce the best results, 
the receiver should be placed close to the compressor, or in any 
case not more than 40 to 50 ft. distant. A large horizontal re- 
ceiver is shown in Fig. 75. 

The principal functions of an air receiver may be summarized 
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as follows: (i) to diminak- the 
pulsating cffitl of the strokes of 
the compressor piston and pre- 
vent lapid fluctuations of press- 
ure; (2) to minimize the fric- 
tional loss attending the flow of 
air through the lines of piping: 
13) to srn'c in some degree as an 
equalizer and reservoirof power; 
(4) to cool the air as thoroughly 
as possible before it passes into 
the main, thus causing il to de- 
posit a part of its moisture in the 
receiver, whence it is drained olT, 
Regarding the first point, the 
volume of the receiver should be 
sufficiently great in proportion 
to that of the compressor cylin- 
der to prevent any material rise 
or fall of pressure in the receiver 
by the incoming volume of air 
forced into it at each stroke. If 
the air were discharged diri-ctly 
into the main, large fluctuations 
of pressure would occur, accom- 
panied by periodic acceleration 
of How of the air. This would 
not only increase the frictional 
resistance in the pipe, but at the 
end of each stroke the compres- 
sor piston would ha\e to force 
Ihe air out of the cylinder 
against a pressure momentarily 
greater than the normal. A 
loss of power would Ihus be 
caused, and the variation of the 
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work done throughout the stroke of the piston would be increased. 
The violence of the discharge pulsations is obviously greater with 
a single cylinder than a stage compressor, working to the same 
air pressure, because the total discharge must take place from the 
cylinder of larger diameter in a smaller proportion of the length of 
stroke than is the case with the high-pressure cylinder of a stage 
compressor. In the latter the delivery valves open earlier in the 
stroke, and the air pipe is about one-half thediameter of the cylinder. 




Fio. 75. — HorizontaJ Receiver-Aftercooler (Ingersoli-Rsnd Co.)- 

The second function of the receiver is best fulfilled by placing 
an auxiliary receiver near the point at which the compressed air is 
used. Just as the receiver at the compressor diminishes the momen- 
tary rise of pressure in the main caused by each stroke of the pis- 
ton, so a second receiver close to the engine or machine using the 
air will pre\-ent a drop of pressure as each cylinderful of air is 
dtawn off. By reducing the fluctuations of pressure the two re- 
ceivers maintain a practically constant flow of air throu^ the main 
connecting them and the friction and loss of pressure are thus 
minimized,* 

For mine senice the second receiver would usually be placed 
somewhere underground. This arrangement is alwa\-s ad\-an- 
tageous when the air main is of great length. Underground re- 
ceivers are not often used for air drills alone, but the>' become a 

* Other questions [cUting to tbe Bow of air in pipes, ftktiotlal losses, etc., are 
discussed in detail in Clupter .\VI. 
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necessity when large machines, such as pumps and hoists, are run 
by compressed air. They are useful, moreover, in permitting a 
further deposition of moisture from the air, thus rendering the air 
dr>'er and more suitable for use in expansive-working engines. To 
be most effectual in accomplishing this, the underground receiver 
should be placed at the point in the pipe line where the air has 
reached its lowest temperature — a consideration not always con- 
sistent with the local conditions. 

Underground receivers are usually similar in construction to 
those installed near the compressor. Sometimes, however, as for 
example at the Mansfeld copper mines, Germany, another mode of 
construction has been satisfactorily adopted. A chamber is ex- 
cavated in the rock, all loose stone removed, and the walls cemented 
tight. The chamber is closed by a brick dam composed of two 
parallel walls, with a two-inch layer of cement between them. In 
the dam are set a cast-iron man-hole with suitable cover, several 
pipes for connecting with mains to the various working places, and 
a drain pipe and cock close to the floor. The latter is opened from 
time to time, to blow out the accumulated water and sediment. 
A pressure gauge is attached to the man-hole cover. Such reser- 
voirs may be built to cost much less (for large sizes) than ordinary 
shell receivers of equal capacity.* 

The third function of the receiver is apt to be misunderstood 
or exaggerated. While it is true that it acts to a limited extent as 
a reservoir of power; yet, to be of much practical ser\'ice in this 
respect, its capacity must be very large. 

For example, take a 2C-in. compressor, working at 60 lbs. 
pressure to supply air for a regular consumption. To enable the 
receiver to meet the demand for only i minute after the com- 
pressor is stopped, and not have the pressure fall more than 15 lbs., 
it would have to be 5 ft. diameter by 50 ft. long. Again, if the 
compressor were running at a constant speed and the demand for 
air should suddenly increase 25 per cent. — ^as might happen in 

♦ Zeitschrift jUr das Berg-, HUUen-und Salinen-Wesen, Vol. XLI, p. 119. A 
receiver of the kind mentioned was built at Mansfeld for about one-third the cost of 
an equivalent steel receiver. 
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Starting several more machine drills — a receiver of the size men- 
tioned could meet the extra demand only 4 minutes.* It is thus 
evident that while a receiver is useful as an equalizer within cer- 
tain limits, yet, unless it be large, the pressure might quickly run 
up to an unreasonable amount in case of an unexpected decrease 
in consumption of air. Long pipes of large diameter assist in 
equalizing the flow of air, but their use does not preclude the 
necessity of receivers. It is much cheaper to employ piping of 
moderate size,^ in connection with a receiver of generous di- 
mensions. 

Probably the most important office of the receiver is to cool 
the air before it passes into the main. In recent years much more 
attention than formerly has been given to this j)oint. The velocity 
of flow of the air coming from the compressor is greatly reduced on 
entering the relatively large volume of the receiver; it is cooled 
somewhat at the same time, and caused to deposit a part of the 
moisture in suspension, which otherwise would be conveyed into the 
system of piping, and thence to the machines using the air. It is 
intended that the receiver shall be of sufficient capacity to drain the 
air as thoroughly as is economically practicable. But in the or- 
dinary sizes of shell receiver the results are usually quite imperfect, 
because the air passes through too rapidly to permit any large drop 
in temperature. The inlet and outlet pipes of the receiver should 
be placed in proper relative positions. If at opposite ends, and 
especially if these pipes point toward each other, a strong through 
current is caused, which reduces the usefulness of the receiver. A 
large part of the entering volume of air passes out again without 
having had time to cool or to drop much of its entrained moisture. 
One mode of arranging the pipe connections is to place the inlet on 
one side, near the end of the receiver, while the outlet is at the 
opposite end, in the middle of the head. The air is thus forced to 
change its direction of flow. Or, as in Fig. 74, both pipes may be 
connected near the top, the outlet pipe being carried through the 
receiver nearly to the bottom, where the air is likely to be slightly 
cooler (and dryer) than at the top. As the inlet pipe shown in this 

* Nonvalk Iron Works Catalogue, 1906, p. 63. 
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case is connected tangentially to the periphery of the receiver, a 
rotary motion is imparted to the body of air, so that each particle 
remains longer in the receiver and under its cooling influence. 
Some receivers are provided with baffle-plates for the same pur- 
pose, as in Fig. 75. With wet compressors a large amount of 
moisture is carried into the receiver; even in dry compressors some 
water collects from the natural moisture of the atmosphere, espe- 
cially in warm weather. Part of the lubricating oil carried over from 
the compressor cylinder is also deposited in the receiver. At inter- 
vals, according to atmospheric and other conditions, the water 
and oil are drained oflF by means of the cock provided for the 
purpose. 

Another result of cooling in the receiver may be noted. A 
receiver of ample size, placcxl close to the compressor, tends in 
some degree to economize power; because, whatever cooling is 
accomplished reduces proportionately the temporary increase of 
pressure due to the heat of compression. Hence, the piston con- 
sumes somewhat less power in forcing the air out of the cylinder 
against the receiver pressure than if the air were left to cool 
gradually in a long length of piping. As the heat of compression 
must be lost in any case before the air is used, this saving is worth 
while, however small it may be, since it is produced without cost and 
incidentally to the normal operation of the receiver. 

This has of late led to the employment of what are calked '' re- 
ceiver after-coofcrs." They are practically identical in construc- 
tion with the large tubular intercoolers shown in Figs. 36 and 39.* 
The shell contains a series of water-cooled tubes, between which 
the air is caused to circulate before passing to the larger outer por- 
tion of the receiver, whence it is discharged into the main. Having 
a sufficient volumetric capacity and cooling area of tubes, this type 
of receiver cannot fail to be more efficient as an after-cooler and the 
benefits of employing a receiver are more fully realized. 

* These are referred to, in the latter part of Chapter \'I, as being applicable as 
intercoolers for stage compressors. See also an article by Frank Richards, in 
Compressed Air, Jan., 1Q07, p. 4329. 



CHAPTER XII 

SPEED AND PRESSURE REGULATORS FOR COM- 
PRESSORS 

If the consumption of compressed air were constant, no more 
regulation of the compressor's speed and power would be required 
than that furnished by an ordinar}' governor for the steam end, to 
take care of fluctuations in boiler pressure or accident to some part 
of the mechanism. But the conditions under which most air com- 
pressors operate make it necessary to provide for running econom- 
ically even when there are wide variations in the rate at which the air 
is used. In event of a sudden temporary decrease in consump- 
tion, the compressor must be slowed down, the alternative being 
to blow off air at the receiver safety valve, just as steam would be 
blown off under similar circumstances from a boiler. As a cubic 
foot of compressed air, however, costs more than a cubic foot of 
steam, the air cannot be allowed to go to waste at a safety valve. 
The compressor must be furnished with some device for coor- 
dinating the quantity of steam admitted to the steam end with the 
variable air pressure in the receiver, thereby regulating the piston 
speed in accordance with the demands upon the air end. Further- 
more, it is not enough to provide only for varying the speed of the 
compressor. At times, the consumption of air may cease entirely 
for a short period, and, to avoid the necessity of bringing the com- 
pressor to a standstill, provision should be made for unloading the 
air end. When this is done useful work stops for the time being, 
the compressor consuming only enough steam to turn its centers 
and overcome friction of the moving parts. 

Numerous regulating and unloading mechanisms have been 
devised, so that instead of requiring the almost constant attendance 
of an engineer at the throttle, the modem air compressor operates 
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automatically under the widest variations of load. As these useful 
devices differ greatly in design, the subject virill best be illustrated 
by giving a few examples in detail. They may be classified under 
two heads: (1) speed governors and pressure regulators; {2) un- 
loaders for the air cylindere. 

Speed Governors and Pressure Regulators. Speed governors 
are usuaUy of the ordinary centrifugal or fly-ball type, and may be 



Fig. 76. — Clayton Governor and Pressure Regulator. 

applied to the steam end of the compressor merely to regulate its 
speed, as in case of a steam engine; or their action may be so modi- 
fied and controlled by the changing receiver pressure as to produce 
a combined speed and pressure regulation. The air cylinder is not 
completely unloaded at any time, the compressor being simply 



IS2 COMPRESSED AIR PLANT FOR MINES 

speeded up or slowed do\\'n in conformity with the rate at which 
the air is used. 

The pressure regulator of the fly-ball governor type may be 
illustrated by Fig. 76 (Clayton governor). The stem of the throttle 
valve, //, which is inserted in the steam pipe, connects with the 
spindle of the ball governor, by which the speed of the compressor 
is limited and controlled. At p is shown the bevel gearing for 
operating the governor, a small pulley being mounted on the gear 
shaft and driven by belt from the crank-shaft of the compressor. 
By means of the weighted lever, i, and the small air cylinder, /, the 
action of the ball governor is modified by the air pressure in the 
receiver. Air from the receiver enters the cylinder, y, through 
the pipe, ky and when the pressure exceeds its assigned limit, raises 
the piston and weight, and shuts off steam by forcing down the 
throttle valve, //, the pressure of the lever being applied at the ix)int, 
/. The governor may be adjusted to its work by the spring and 
thumb-screw, 7/1, acting on the small lever, w, which tends to keep 
open the throttle against the downward pressure of the weighted 
lever, /, upon the valve stem. The spring, a, is introduced to ease 
the drop of the weight when the air pressure falls. 

Other designs, similar in general principle but varying in 
many details, are used on the Ingersoll-Rand, Sullivan, Franklin, 
McKicman, American, and other compressors, when steam- 
driven and of the straight-line or duplex type. The Sullivan 
speed and pressure regulator, as supplemented by an unloading 
attachment, is described hereafter. 

An entirely different form of governor is the Norwalk (Fig. 
77). A balanced throttle valve, a, is placed in the main steam 
pipe, and above it is set a small air cylinder, 6, ihc piston rod of 
which is a prolongation of the valve stem, c. At the side of the 
cylinder, h, is a spring safety valve, rf, connected by a pipe, e, with 
the receiver, or with the air main leading to it. By means of a 
hand-wheel, /, on the safety valve, the spring is adjusted so that the 
air will lift the valve, and pass through it, at any desired pressure. 
When the receiver pressure exceeds this limit the safety valve, (/, 
rises and allows air to pass under the piston in the small cylinder. 
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b, raising it and partly closing the throttle. If no escape were 
provided the piston would be forced at once lo the top of ihc cylin- 
der. To regulate its movement and prevent shutting off the 
steam crompletely, a very narrow vertical slot is cut in the side of 
the cylinder. As the piston rises, more and more of this slot is un- 
covered and furnishes an escape for the air passing into the cylin 




aer. The slot being very narrow, a slight difference in the quan- 
tity of air causes the piston to assume a high or low posilion. In 
this way the throttle is moved, controlling the admission of steam 
and the compressor speed. As the air pressure falls the valve 
begins to open again. To prevent ihe small piston from rising 
too far and stopping the compressor by completely closing the 
throttle, a screw stop, g, is set in the top of the regulating cylinder, 
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b. This can be so adjusted by hand that, when the small piston 
has reached the top of its stroke, just enough steam is admitted 
by the throttle to keep the compressor in motion. 

In another form of this governor, shown in vertical section in 
Fig. 78, the fine slot in the little cylinder, B, is replaced bya tapered 




Fia. 7S. — Norwatk Pressure Relator. 

recess m the stem or piston rod of this cylinder, at the point where 
it passes through the lower head (mdicated at R, in the small cut 
to left of main figure). As the piston in this cylinder is forced 
upward by the air pressure the area of the opeoing formed by 
the slotted stem furnishes a graduated escape for the air, and so 
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I regulates the small piston's movement, and through il the throttle 
I valve. 

The Ingersoll-Rand Co, also makes a steam rcgulalor in which 
the stem of the main throttle is prolonged to the piston of a small 
horizontal air cylinder, attached to the side of the throttle. This 
piston is moved by air pressure convej'cd through a c^uarter-inch 
pipe from the receiver. 

Another governor (Clayton) is shown in Fig. 79. The 
throttle valve a, is provided with a lever and weight h connected 




FiCr 79. — Clayton Pressure Regulator. 



with the valve stem, c. Close alongside of the throttle, and for 
convenience clamped on the steam pipe, d, is a small air cylinder, 
e, the upper end of whose piston rod is pinned at / to the weighted 
le>'er. Entering the bottom of this air cylinder is a small pipe, 
g, from the air receiver. When the pressure in the receiver ex- 
ceeds the assigned limit the weighted lever is raised and, partially 
or wholly, closes the steam throttle, a. Then, when the air press- 
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ure has been reduced by the slowing down of the compressor, and 
by consumption of air from the receiver, the weight falls and re- 
opens the throttle. 

With governors and regulators of the type represented by the 
preceding examples, the operation and control of the compressor 
is not automatic under all conditions, but they answer the pur- 
pose for some kinds of service. In case no air is drawn from the 
receiver, the compressor slows down until it just passes its 
centers; then, in most of the designs, if the pressure continues to 
rise, a little air will blow off at the receiver safety-valve, or the 
compressor may be stopped completely by closing the steam 
throttle. 

Air-Cylinder Unloaders. These are designed to exercise com- 
plete automatic control over the compressor, when the latter is 
belt-driven; and also for steam-driven compressors when used in 
conjunction with a governor. The throttle is first nearly closed 
(in steam compressors), as the consumption of air decreases; 
then, if it ceases altogether, the unloading mechanism either shuts 
off the intake air or else opens the discharge valves, thus ad- 
mitting air at receiver pressure to both ends of the cylinder. In 
either case the pressures on opposite sides of the piston are bal- 
anced and all useful work ceases, though the compressor contin- 
ues to turn its centers, taking only enough steam to overcome 
friction. 

The Rand " Imperial " unloader, for small compressors 
driven by belt or direct-connected electric motor, furnishes an 
example of this type of regulator (Fig. 80). It is inserted in the 
intake pipe, and shuts off the air from the inlet valves when the 
receiver pressure rises above the set limit. In the cut the passage 
of the intalce air is shown by the arrows. The small chamber 
(6c) is connected by a Jin. pipe with the receiver. As the 
pressure increases, the piston (57) moves against the resistance 
of the spring (56), admitting receiver air, through the small ports 
on the left of the piston, to the lower side of the plunger valve 
(61). On reaching its seat this plunger closes the intake to the 
compressor cylinder. The resistance of the spring (56) may be 
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adjusted by the screw-plug (55), for any required working press- 
ure. As the receiver pressure falls again, on increased con- 
sumption of air, the spring forces down the piston (57). This 
closes the lower small air port, leading to Ihe under side of the 




plunger valve {61), and at the same time opens the upper hori- 
zontal port, connecting with the open screw-plug (55), The 
uir below the plunger valve is thus exhausted, causing the latter 
to fall, thus reopening the intake passage. The useful work of the 
compressor is then resumed. 
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An unloader similar to the above is used for some of the Allis- 
Chalmers compressors. The IngersoU-Rand Co, makes an 
automatic " choking " controller, which is applied to the intake pipe 
of the piston-inlet compressor. It is adjustable for any desired 




Fig. 81. — Sullivan Governor and Unloader. 



limit of pressure by a weighted lever, and may be used for all 
forms of steam-driven compressors, 

A combined governor and pressure regulator, with unloading 
attachment, as employed by the Sullivan Machinery Co., will 
illustrate a type of compressor regulator that has been adopted by 
several builders, though with many variations in details of design 
(Fig. 81). It may be used with straight-line or duplex, steam- 
driven compressors. The split-ball governor (11), belt-driven 
from the crank-shaft to the pulley {20), accompanied by the 
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tightener (43), controls the steam throttle (3). Connected 
with the governor spindle and throttle valve stem, at 28, is a. 
lever (25), the position of which is influenced by the centripe- 
tal action of the set of springs (31,32, and 26). By screwing 
up or down the hand-wheel and speeder screw (5), this system of 
springs (and with them the governor) is set to run the comprtssor 
at any desired speed. The other element of the governor is the 
air-pressure device, which, by the position of the plunger in the 
small air cylinder (18), causes Ihe springs to be brought into action 
in the order of their strength, thus producing movement of the 
lever (25). 

The pressure device is connected with the air receiver by the 
union valve {33),admittingair to ihc little cylinder (27), ihe piston 
of which operates a needle valve. This valve is held closed 
against any desired minimum air pressure by the adjustable 
weight (36) and the regulating screw and spring (37 and 38). 
AMien the receiver pressure rises above the normal, it opens the 
needle valve and admits receiver air to the cylinder {18). As the 
pressure increases, the plunger in (18) rises against the counter- 
spring (26) and through the lever (25) lends to close the main 
steam throttle (3), thus slowing the compressor. Total stoppage 
is prevented by screwing down the nut of the slop-screw (23), so 
as to limit the upward movement of the pressure plunger. This 
plunger is designed to act intensively, being so proportioned that 
a variation of only 3 or 3 lbs. receiver pressure is multi- 
plied to 40 lbs. in its action on the governor. In this way a sen- 
sitive control is produced within narrow limits of working air 
pressure. To pre\ent violent movements of the pressure ele- 
ment, in case of sudden changes of receiver pressure, the 
plunger in (18) b provided with an oil dash-pot. 

A somewhat similar pressure regulator and unloader is used 
on the Franklin compressor.* 

Another unloader, applicable to straight-line and duplex 
compressors, and in a modified form to stage compressors also, is 
the Ingersoll-Sergcant. It differs materially from the unloaders 
* Mines and Mintrals, May 1905, p. 504. 
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previously described, in controlling the action of the discharge, 
instead of the inlet valves. The principles of its construction 
and operation will be understood by reference to the longitu- 
dinal section in Fig. 83. The most recent design of this unloadcr 
differs in some details from that shown in the cut, but its mode 
of working is unchanged, and many are in use. 

A weighted plunger, a, working in a small cylinder, is at- 
tached for convenience to the shell of the compressor cylinder. 




Fig. St. — Ingersoll-Ser^E&nt Regulator and Unloader. 



From the chest in which a is set there are four pipe connec- 
tions as shown: 6 leads to a balanced throttle valve in the 
main steam pipe, c connects with the air receiver, and cf and 
e with one or more discharge valves at each end of the cylin- 
der. The stem of the steam throttle, /, is a continuation of 
the piston rod of a small horizontal air cylinder, g, which is 
attached to the side of /. Behind the piston of this little cylin- 
der enters the air pipe, b. When the pressure in the receiver 
becomes too great the safety valve, a, rises, and exhausts the air 
behind the two discharge valves which are connected with the 
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pipes, d and e. This admits air at receiver pressure into each end 
of the compressor cylinder, thus balancing the pressure on the 
two sides of the piston and unloading the engine. At the same 
time the air in the little cylinder, g, is also exhausted, so that the 
throttle valve, /, moves to the right and admits only enough steam 




Fio. 83. — Laidlaw-Dunn-Gordon Air Governor. 
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to keep the compressor slowly turning. When the compressor is 
thus unloaded no work is done; the air is merely circulated through 
the pipes, d and e, from one end of the cylinder to the other, until 
more air is drawn from the receiver and the pressure reduced. 
Then the safety valve, a, closes and the pipes, d and e, are again 
filled with compressed air, The steam throttle is also forced open 
by the pressure through the pipe, 6, and compression goes on 
regularly. The admission and discharge lines of an air card from 
a compressor thus unloaded form practically a single horizontal 
line, at a height above the atmospheric line representing the 
receiver pressure. 

For steam-driven compressors of the Corliss type, as built by 
the Ingersoll-Rand, Nordberg, Laidlaw-Dunn-Gordon, Sulli- 
van, Allis-Chalmers, and some other companies, the air-press- 
ure regulators act in^ conjunction with ball or other centrifugal 
governors. All of them control the operation of the compressor 
by acting upon the expansion gear of the steam end and chang- 
ing the point of cut-off. 

The Laidlaw-Dunn-Gordon governor (Fig. 83) may be taken 
as an example. Air is admitted from the receiver to the small 
cylinder. A, the piston of which is weighted, as shown. The 
action of the lever, B, supporting the weight is adjusted by the 
coil spring, C. This lever is linked to a floating lever, D, pinned 
to the vertical side rods of the ball governor. D is connected by 
the link E to the bell-crank, F, the lower arm of which is pin- 
connected to the long horizontal rod, G. By this system of levers, 
the movement of G, and through it the point of cut-off of the Cor- 
liss steam gear, is under the combined control of both ball gov- 
ernor and of the receiver pressure as influencing the position of 
the piston of the cylinder A. The arm, H, is pivoted at the foot of 
the governor post. Connected to it are the cam, I, and the idler 
pulley, J, which rests on the governor belt. In case the belt 
breaks, the idler pulley falls and the cam allows the governor 
to drop, thus shutting off steam and preventing the compressor 
from racing. The designs of governors of this type are worked 
out in a number of different ways. 
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Another example of governor is that employed on the constant- 
speed, variable-delivery compressor, built by the Nordberg 
Manufacturing Co. It is for motor-driven machines, with 
Corliss air valves, and operates by closing the inlet valve before the 
stroke is completed.* During the remainder of the forward 
stroke, the air already admitted to the cylinder is expanded below 
atmospheric pressure, and is then compressed on the return 
stroke. This is practically equivalent to varying the working 
length of the stroke. 

* American Machinist, Aug. 2 2d, 1907. 



CHAPTER XIII 

AIR COMPRESSION AT ALTITUDES ABOVE SEA- 
LEVEL 

Because of the diminished density of the atmosphere, air 
compressors do not produce the same results at high altitudes 
as at sea-level. Their effective capacity is reduced because a 
smaller weight of air is taken into the cylinder at each stroke. 
It is necessary, therefore, to modify the figures relating to the 
capacity and performance of compressors, as set forth in the 
latter part of Chapter VII. This matter is of special importance 
in connection with mining operations, because of the large num- 
ber of mines situated in elevated mountain regions. The rated 
capacities of compressors, in cubic feet of air, as given in the 
makers* catalogues, are for work at normal atmospheric pressure, 
and due allowance must be made for decreased output at eleva- 
tions above sea -level. This reduction in output, which is usually 
also tabulated in handbooks and catalogues, should receive 
due consideration in order to avoid serious errors. For example, 
the volume of compressed air delivered at 60 lbs. pressure, at 
10,000 ft. elevation, is only 72.7 per cent, of the volume de- 
livered at the same pressure by the same compressor, at sea-level. 
In other words, a compressor which at sea-level will supply power 
for 10 rock-drills, will at an elevation of io,oco ft. furnish air 
for only 7 drills. 

The foregoing statement relates only to the volumetric capac- 
ity of the compressor. It must be remembered that the heat of 
compression increases with the ratio of the final absolute pressure 
to the initial absolute pressure. As this ratio increases with the 
altitude, more heat will be generated by compression to a given 
pressure at high altitudes than at sea-level. This additional heat 
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temporarily increases the pressure of the air in the cylinder, while 
under compression, and more power is therefore required to com- 
press and deliver a given quantity of air. The corresponding loss 
of work, due to the subsequent cooling of the air in receiver and 
piping, also increases with the altitude. 

Contrary to a common impression, the volume of air de- 
livered by a given compressor does not bear a constant ratio to the 




barometric pressure, but at different altitudes this volume de- 
creases slower than the barometric pressure. This relation may 
be shown as follows.* Two ideal indicator cards arc represented 
in Fig. 84, one of a compressor working at sca-levcl, with an in- 
itial pressure P,, the other at an altitude with a lower initial 
pressure Pj. The initial volume V and the final gauge pressure P, 
are the same for both compressors, Pj and P^ being the respective 
final absolute pressures, V, and Vj are the final volumes, corre- 
sponding to the dotted isothermal cur\-es, these volumes being 
taken as the basis, because ihey arc those to which the com- 

• The general melhod of dcmonslraiion here gii-cn, together with Fig. 84 and 
accompan>ing table, arc taken by permission from an article by F, \. Hatsey, in 
Amtrkan Machinist, June 2A, 1898, \>. 27. 
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pressed air will eventually shrink on losing the heat of com- 
pression. From the theory of air compression, 

V P 
VP =VP or — = --^ (i) 

^X * X 



andVP, = V,P„or^ = |^ 



(2) 



But since Pj = P, + P, and P* = P, + P, equations (i) and 
(2) may be written: 

V P. + P P . , 

v; — p;^ — ' + p; ^^^ 

^ V P, + P P 
and^=— p I + p- (4) 

Dividing equation (3) by equation (4) : 

P^ 

y^ = p^»orV, :V, ::H-p-:i + p- (5) 

This gives an expression for the ratio between pressure and 
volume at sea-le\'el and for any altitude above sea-level, of which 
the corresponding barometric pressure is Pj. Thus, let P2 = 
10 lbs., P = 90 lbs., and Vi (from Table VII, page 139) = 0.1404 cu. 
ft. By substituting these quantities in equation (5), Vj is found 
to be 0.0999, or approximately o.i cu. ft. 

In Table VIII, colunms 4 and 5, are given the relative 
volumetric outputs, at gauge pressures of 70 and 90 lbs. 
of a compressor working at different altitudes, the figures being 
percentages of the normal output at sea-level. These per- 
centages have been derived by Mr. Halsey from equation (5), a 
constant loss of initial pressure of 0.75 lb. being assumed to 
allow for the resistance presented by the inlet valves, to which 
reference has been made in another chapter. That is, for 
practical purposes the sea-level atmospheric pressure is taken as 
14, instead of 14.7 lbs. The other columns show the mean 
effective pressures and indicated horse-powers, corresponding to 
different altitudes, up to 15,000 ft., which will be found con- 
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venient for reference. It should be noted from the figures in 
columns 4 and 5, which are for the ordinary range of press- 
ure employed in mining, that, though there is a difference of 
20 lbs. between the two gauge pressures, yet the outputs at dif- 
ferent altitudes vary only by a few thousandths and may 
often be neglected.* Wide differences, however, occur in the 
columns of mean effective pressures and horse-powers. 
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Owing to the increase of piston displacement per indicated 
horse-power, as shown in columns eight and nine of the table, 
some builders make the air cylinders of compressors for mountain 
work of larger diameter for the same size of steam cylinder than 
those for sea-level service. As against the losses of the air end of 
the compressor at high altitudes, there is some gain in mean effec- 
tive pressure of the steam cylinders, because the exhaust takes 

* Attention may be called to the fact that for this reason, in compressor-builders* 
catalogues, no account is taken of the gauge pressures in tables of compressor 
capacities at altitudes. 



l68 CX)MPRESSED AIR PLANT FOR BONES 

place against lower atmospheric pressure. The same is true in 
part of the air exhaust of machines using the compressed air. 
But the resultant of these gains is small and cannot be given much 
weight in offsetting the losses. A large deduction, for example, 
would have to be made for the lower calorific power of a given 
fuel at high altitudes. 

The relation between compressor output and barometric 
pressure may be expressed simply in another way. Take the case 
of two compressors of the same size, one operating under an 
atmospheric pressure of, say, 14 lbs. and the other at 10 lbs. (cor- 
responding approximately to an altitude of 10,000 ft.). If the 
first compressor is producing 6 compressions, the final absolute 
pressure will be 14 X 6 = 84 lbs. or about 70 lbs. gauge pressure. 
To produce the same gauge pressure, the other compressor must 
work to an absolute pressure of 70+10 = 80 lbs., the number of 
compressions corresponding to which is f ^ = 8. From each cubic 
foot of free air the first compressor will produce J of a cu. ft. 
of compressed air, and the second compressor, ^ cu. ft. Hence, 
the ratio of the respective outputs of the two compressors will 
bei -J- i =f or 0.750. As compared with this, the ratio of the 
respective barometric pressures is ^^=0.714. 

Hechanically Controlled Inlet Valves for High Altitudes. It 
is often stated that compressors whose inlet valves are under some 
mechanical control are of special advantage for work at altitudes 
above sea-level. While there is a measure of truth in this, the 
possible saving is necessarily small, except at considerable eleva- 
tions. The question presents itself as follows. If the valve re- 
sistance be diminished by introducing mechanical control, so that, 
under normal conditions at sea-level, the inlet air will begin to 
enter the cylinder a little earlier in the stroke, the volumetric 
capacity of the compressor is thereby increased. The loss of 
capacity due to resistance of the valve springs, etc., which has 
been assumed to be 0.75 lb., for ordinary poppet valves, is a 
constant, and therefore becomes proportionately of greater and 
greater consequence as the altitude increases, because its ratio to 
the diminishing atmospheric pressure goes on increasing. The 
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percentage of saving obtained by eliminating the spring resistance, 
though small at or near sea-level, therefore becomes a matter 
of importance at great elevations; and the inlet valve which pre- 
sents the smallest resistance to the entrance of the air into the 
cylinder will be the most economical for service in high moun- 
tain regions. 

Stage-Compression at High Altitudes. According to the state- 
ment already made, the greater the altitude above sea-level 
the smaller will be the ratio between the final pressure at delivery 
and the atmospheric pressure; that is, the ratio of compression. 
In Chapter V the effect of clearance in the air cylinder was dis- 
cussed, and it is evident that the percentage loss from this cause 
increases with the altitude because the piston must advance 
farther before the clearance air has been re-exj>anded to a press- 
ure below the diminished atmospheric pressure. Even if it be 
questioned whether it is worth while at sea-level to adopt stage 
compression for the ordinary pressures used in mining and 
tunnelling, the case is materially altered at high altitudes. 
For example, if it be desired to produce a gauge pressure of 
75 lbs. at 5,000 ft. elevation, corresponding to an atmos- 
pheric pressure of about 12.2 lbs., 7.15 compressions 
are necessary. At sea-level this number of compressions 
would give a gauge pressure of (14.7 X 7.15) — 14.7 = 90.4 
lbs. So far as losses due to piston clearance are concerned, 
therefore, it is as reasonable to employ stage-compression 
for 75 lbs., at 5,000 ft. elevation, as for 90 lbs. at sea-level. 
In a compound compressor, too, it must be remembered that there 
is practically but one clearance space: that in the intake cylinder. 
The value of the intercooler also increases with the altitude 
because, in beginning compression at an initial pressure below the 
normal, the greater total range of pressure through which the air 
must be carried involves the production of more heat. This 
additional heat must be effectually dealt with by the cooling ar- 
rangements, if loss from this cause is to be avoided. 

Considered from both the economic and thermodynamic stand- 
points, there can be no question as to the value of stage compres- 
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sion for high altitudes. There is not only a decrease in output 
and an increase in the cost of production of the air, due to the 
added power required; but, as a result of these conditions, the 
compressor itself must be larger for a given output, and therefore 
its first cost will be greater than that of a compressor of the same 
capacity, working under normal atmospheric pressure. Hence, 
by introducing stage compression a larger percentage of saving 
is possible at high altitudes than at sea-level. 



CHAPTER XIV 
EXPLOSIONS IN COMPRESSORS AND RECEIVERS 



Explosions in air compressors and receivers occur with suf- 
ficient frequency to demand careful attention. Though they are 
unquestionably attributable to ignition of volatile constituents 
of the lubricating oil, the immediate causes leading to thfs com- 
bustion arc not always, nor altogether, clear. It is found, however, 
that explosions occur only in drj' compressors, and some light 
may be thrown upon the subject by considering the conditions 
affecting the use of lubricant in these machines. In Chapter V 
attention was called to the fact that, if the cylinder temperature of 
a dry compressor be allowed to rise too high, not only docs proper 
lubrication become difficult, but the oil itself may be decomposed 
by the heat. It is probable that ignition unattended by actual 
explosion is of frequent occurrence. Instances arc on record 
where the discharge pipe near the compressor has become red- 
hot, and the ignition even extended into the receiver without pro- 
ducing a destructive explosion. Examination of the discharge- 
valve chests and passages, and ihe pipe leading from compressor 
to receiver, often reveals the presence of a black, sooty residue 
originating from decomposition of Ihe lubricant. The volatile 
constituents of the oil thus liberated, on passing with the com- 
pressed air into the receiver, would make a mixture of air and gas 
capable of producing an explosion. The extreme violence often 
noted in such explosions is probably due in part to the high air 
pressure existing in the valve passages, discharge pipe, and re- 
ceiver. In high pressure air, combustion is always more active 
than in airat atmospheric pressure. 

A number of the recorded air-compressor explosions have oc-. 
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curred at collieries, and the possible effects of the presence of 
coal dust in the intake air of the compressor have been carefully 
considered. A deposit of such dust in the valve passages, together 
with the sooty residue from decomposition of the oil, might as a 
result of oxidation produce a condition very favorable to an ex- 
plosion. It has been suggested that, under these circumstances, 
a spark caused by the friction of the compressor piston, if work- 
ing dry, might bring about an explosion; or, by the continual 
passage of air at a high temperature over the carbonaceous de- 
posit, spontaneous combustion might result, and ignite the in- 
flammable mixture of oil-vapor and air.* However, there are a 
sufficient number of cases where explosions have taken place at 
mines and works other than collieries to prove that such explo- 
sions are not necessarily dependent upon the presence of coal-dust 
in the intake air of the compressor. When the compressor is 
improperly situated in a room close to the boilers and coal-bins 
some coal dust might be present in the air; but though possibly 
assisting in the explosion, the quantity could hardly be large 
enough to produce by itself the observed results. 

The true cause of these explosions is undoubtedly to be found 
in the working conditions prevailing in the compressor cylinder. 
In a single-stage dry compressor an excessively high tempera- 
ture is often reached, because of improper design of the air 
cylinder, or by running too fast (as when the compressor is too 
small for its work), or by attempting to produce too high a 
pressure. The temperature of the discharge air from a single- 
stage compressor is found by the formula already given in 
Chapter X : 



« — I 



r = T (|-) V -°*^ 

in which : T and P are, respectively, the absolute initial temper- 
ature and pressure of the intake air; T' and P', the absolute final 
temperature and pressure; and n, the constant, 1.41. Under 
normal conditions near sea-level, say, when the temperature of the 
atmosphere is 70° F., P = 14 lbs., and the gauge pressure at dis- 

- ♦ T. G. Lees, Trans. Federated Inst. Mining Engineers^ Vol. XIV, p. 568. 



EXPLOSIONS IN COllPRKSSORS AN!) RECEIVERS 



. absolute, 



charge, 80 lbs., the final temperature is found by making the 

respective substitutions, 

whence T' = 70 + 459" (- — ~'~) = 9^7° 

or 458° F. by the thermomeler. 

As calculated by this formula, the compression is s 
to be purely adiabalic, no account being taken of loss of heat by 
radiation or of any effect that may be produced by the water- 
jackets. As a matter of tact, but liltli; heat can be abstracted by 
the jackets of a single-stage compressor. Air is a poor conductor, 
and the volume in the cylinder is not long enough under the in- 
fluence of the jackets to be much affected by ihem. In a com- 
pressor of this type the chief oflice of the jackets is to keep down 
the temperature of the cylinder walls and prevent the lubricating 
oil from being carbonized. It is probable, therefore, that in a 
single-stage drj- compressor, even if well designed and in good 
order, the actual temperature of the air at discharge will generally 
range from, say, 375" to 425° F., and may often go higher — 
a statement sufficiently supported by recorded observations. 

In consideration of what precedes it is evident that the quality 
of the lubricating oil used in the air cylinder, and especially its 
flashing- and ignition-points, are matters of importance.* The 
flashing- point of ordinary cylinder oil may be taken as from 330° 
to 425" F. "An average of determinations on 40 samples of 
heavy oils having an average flash-point of 360° F., gave average 
burning-point of 398° F. High flash test cylinder oils, from 500" 
lo 560° F., gave burning-points of 600° to 630° F." f Common 
lubricating oils flash at about 250° F., and kerosene, sometimes 
carelessly used by compressor engineers for cleaning discharge 
valves, at 150" F. or below. In the case of one explosion ihi? 
flash-|x)int of the cylinder oil used was found to be only 295° F. J 

• The flashing-poini of oil is ihc lowest temperature ai which il givesofi com- 
tmstihlc vapors in sutTicient <]uantity to lie ignited by contact ivitb flame. The 
ignition-point is the temperature to which the vapors must be raised in order to 

t AJci. M. Gow, Enginerring Nrws, March id, 1005, p. 211. 

} John Morison, Tram. Norlhoj England Inst. \t in. Engl., Vol. XXXVIII, p. 0. 
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It would appear, from a comparison of these temperatures, that 
an explosion in a compressor cylinder, directly traceable to de- 
composition of the lubricant, would be possible under normal 
conditions only when inferior, light mineral oils are employed. 

But compressors are not always in good order, nor the work- 
ing conditions always normal in other respects. Aside from the 
dangers arising from the use of low-grade lubricant, it is more 
than probable that one of the commonest causes of explosion is 
air-cylinder leakage, either of the delivery valves or past the pis- 
ton. The effects of leakage may be illustrated by citing a case or 
two. 

In 1897 an explosion took place in one of the receivers of the 
compressor at the Clifton Colliery, England.* It attracted much 
attention, and is so instructive that many of the details are given 
here. The air from the compressor passed to a series of 3 
receivers of large size, the first being 7 ft. diameter by 40 ft. 
long. While running apparently under normal conditions the 
safety-valves of the receivers suddenly began blowing off with a 
deafening roar. Flames several feet high issued at great press- 
ure from the safety-valves, and sparks were blown out at the 
joints of the 8-in. pipe leading from the compressor to the 
first receiver. The air main near this receiver was nearly red- 
hot. That the receivers did not burst was thought to be due 
to the relief afforded by the 4 safety-valves — 2 on the first 
receiver and i on each of the others — and to the fact that the 
underground engines driven by compressed air continued running 
for some minutes after the compressor was stopped. On ex- 
amining the first receiver, after it had cooled, it was found that, 
just below the point at which the air entered from the compressor, 
a mass of black carbonaceous matter had been deposited, from 
I J to 2 ins. thick and 6 sq. ft. in area. On analysis this 
showed: volatile matter, 55.8 per cent., fixed carbon, 37.3 per 
cent., and ash, 6.9 per cent. The material was charred and 
had the appearance of hard vulcanite. A thin coating was 
noticed on the sides of the receiver (though only near the inlet 

*T. G. Lees, Trans. Federated Inst. Mining Engineers^ Vol. XIV, pp. 555-559. 
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pipe) and also in the air pipe ilself. The other two receivers were 
free from deposit. A coaling of carbonaceous matter, to a thick- 
ness of one-quarter inch was found on the discharge valves and 
passages. The cylinder and piston surfaces were not dry and, 
though ihey showed signs of excessive heal, were uninjured. 

The gauge pressure was usually 60 lbs., which, with adia- 
batic compression, would correspond theoretically to a final 
temperature of 405° F., the temperature of the intake air from 
the engine-house being 80°, The lubricating oil used was 
guaranteed to have a flash-point of 554°, and ignition-point of 
606° F. As the cylinders were water-jacketed, the actual final 
temperature should not, in regular working, reach the above- 
named temperatures; in fact, readings previously taken from a 
thermometer in the outlet pipe showed thai it usually registered 
about 350" F. It is significant, however, thai on one occasion the 
mercury rose above 500°, and the thermometer lube burst. The 
temperature at the lime of ihe explosion therefore was not known. 
Afterward a pyrometer was fixed on the outlet pipe as near as 
possible to the discharge valves, and ihe temperature was found 
to range generally from 400° to 420° F., varying wilh the speed of 
the engine and the air pressure produced. Even with these tem- 
peratures, high as they are, it would seem impossible that ignition 
of the lubricating oil could lake place. It is evident that an un- 
usual increase of temperature in the air cylinders must be ac- 
counted for. 

In commenting on this accident, Mr. W. L. Saunders makes 
the following interesting remarks on explosions in compressors 
and receivers: 

"There must bean increase of temperature, or ignition would 
not take place. This increase of temperature may result either 
from an increase of pressure, which is not recorded on the gauge, or 
there may be an increase of temperature without a corres[X)nding 
increase of pressure. Take the first instance, and h is not dif- 
ficult to understand that a compressor might deposit carbon from 
the oil in the discharge passages or discharge pipes, which in Ihe 
course of time will accumulate and constrict the passages so that 
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they do not freely pass the volume of air delivered by the com- 
pressor. Hence, a momentary increase of pressure might exist in 
the cylinder heads, or in the discharge pipe which leads from the 
cylinder to the receiver, which would surely carry with it an in- 
crease of temperature possibly exceeding the ignition- point of 
the oil. A badly designed compressor with inefficient discharge 
passages might produce this trouble. Too small a discharge 
pipe or too many angles in discharge pipes might also tend to 
produce explosions. But ignition is known to have occurred in 
a well-designed system, and other causes must be sought. We 
think many cases may be traced to an increase of temperature 
without increase of pressure; this increase of temperature can be 
excessive only when the temperature of the incoming air is ex- 
cessive. A hot engine-room from which air is drawn into the 
cylinder is a bad condition. Ignition is known to have taken 
place, however, when the temperature of the incoming air was 
normal, when the discharge passages and pipes were free and of 
ample area, so that some other cause must still be looked for. 
The only possible explanation is that the temperature of the in- 
take air is made excessive by the sticking of one or more of the 
discharge valves, thus letting some of the hot compressed air back 
into the cylinder to influence the temperature before compression. 
... It is not difficult to understand a leaky discharge valve 
letting enough hot compressed air back into the cylinder to in- 
crease the initial temperature to 200 or 300°. If so, and the 
air is being compressed to 73.5 lbs. gauge pressure we have, 
say, 300° temperature in the free air before compression, and as 
the increase is 354.5°, the resulting temperature might be 654.5^. 
As a remedy we would suggest more care in selecting the best com- 
pressor, and in frequent cleaning of the discharge valves and 
passages. The best compressors are built so that the discharge 
valves may be readily removed. These valves should be cleaned 
once a week by the engineer, who should see that they fit properly. 
It is impossible to get good lubricating oil that is free from carbon, 
hence there will always be more or less carbon deposited on the 
discharge valves, but this must not be allowed to accumulate. 
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Intercoolers between air cylinders and aftercoolers between 
final cylinder and receiver are also recommended. One of these 
coolers located in the discharge pipe will absolutely prevent the 
passage of flame, and will insure the protection of the mine 
against fire even though there be ignition at or near the air 
cylinder." * 

During the construction of the New York Aqueduct a fire oc- 
curred in a compressor receiver at one of the shafts. The air 
pressure was eighty to ninety pounds, and the horizontal receiver, 
set outside of the engine-house, was exposed to the hot sun. Part 
of the discharge pipe leading to the receiver had become red-hot. 
On stopping the compressor and cooling down the receiver, the en- 
tire inner surface of the latter was found to be coated with carbo- 

* 

naceous matter at least one-eighth inch thick. Further investiga- 
tion brought out the fact that the poppet discharge valves had 
sometimes occasioned trouble by sticking, and the engineer had 
been in the habit of using a squirt-can of kerosene to cut the 
gummy material clogging them. As the kerosene had a low flash- 
point, it was quickly vaporized, and when the cylinder tem- 
perature reached a sufficiently high point the explosion took place. 

In this case, as in that previously cited, the trouble seems to 
have been caused by leakage of the delivery valves (possibly past 
the piston also), thereby raising the cylinder temperature to an 
abnormal degree. It may be added that the use of kerosene 
for cleaning gummy discharge valves is a dangerous practice, even 
when the compressor is slowed down while using it. 

The effect of leakage in the air cylinder may readily be under- 
stood from the following discussion of what takes place in the 
course of a single stroke, with the accompanying temperature 
changes.f At the beginning of the stroke, the air in the cylinder 
consists of: that which remained in the clearance spaces at the 
end of the previous stroke, that which has leaked in, and that which 
has been drawn in from the atmosphere. The clearance air, on 

* Compressed Air, July, 1897, pp. 258-259. 

t Abstracted from a paper by E. Hill, Trans, Amer, Inst. 0/ Min, Engs, VoL 
XXXIV. p. 950. 
12 
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re-expanding, falls from an absolute temperature of T' to T (see 
formula near the beginning of this chapter), and its eflfect may 
therefore be neglected. For well-designed compressors, the tem- 
perature of the air newly drawn into the cylinder may be taken as 
that of the outside atmosphere, /, though it is generally heated 
in some degree by contact with the hot inner surfaces of the 
cylinder. Finally, if L represent the volume of air leakage, then, 
since T is the absolute temperature of the entire mass of air 
occupying the cylinder at the beginning of the stroke: 

T = (i-L)/+TL (i) 

If, in the expression previously given for the temperature of the 
discharge air, viz : 

t'-t(I-) 

the pressures be written in atmospheres; then, for compressors 
working at sea-level, P = i and : 

T'= T P' »", whence T = p^ (2) 

Placing the values of T, in equations (i) and (2) equal to each 
other and transposing: 

I- LP'*»-^ 

Applying this formula to a single-stage compressor, working 
to say, 7 atmospheres, or about 88 lbs. gauge, the atmos- 
pheric air being at 62° F., the discharge temperatures for differ- 
ent percentages of leakage will be as shown in the table. The 
temperatures for an altitude of 4,000 ft. are also given for pur- 
poses of comparison. The leakages are expressed as percentages 
of cylinder capacity. 

These possible temperatures are fully sufl&cient to produce an 
evolution of gas, or even decomposition of the cylinder oil, causing 
it to bum; which would be followed by an increased liberation of 
volatile matter and the probability of explosion. 

It must be borne in mind, as pointed out by Mr. E. Hill, 
that leakage from an imperfectly fitting discharge valve is a con- 
stant in any given case, while the volume of intake air varies with 
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the speed of the compressor. Thus, a leak of 2 per cent, of the 
intake volume, at, say, 125 revolutions per minute, becomes 10 
per cent, if the compressor be slowed down to 25 revolutions. This 
agrees with experience, violent explosions being known to have oc- 
curred while the compressor was running slowly. ** The oil-feed 
was probably adjusted to the maximum speed and hence was 
excessive for the slow speed. A larger proportional leak — a 
liberal quantity of oil — and the result is easily comprehended." 

Table IX 
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The effect of leakage of the discharge valves, moreover, is cumu- 
lative, for each rise in initial temperature thereby produced 
causes a greater rise in terminal pressure; and the leakage con- 
tinuing, a very few strokes would sufi&ce to ignite the best cylinder 
oil. Under some circumstances, even a single stroke of the piston 
may cause ignition, if not explosion. 

The importance of minimizing piston and discharge-valve 
leakage is evident. One of the surest means of avoiding danger 
of high cylinder or receiver temperatures is the adoption of stage 
compression. There are two reasons for this: (i) the air is partly 
cooled between the stages, so that the maximum temperature is 
always less than in single-stage machines, and (2) the leakage is 
likely to be less because there is a smaller difference between the 
pressures on the two sides of the piston, as well as between the 
internal and external pressures on the discharge valves. 
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A case of explosion, in which the influence of cylinder leakage 
is not clearly apparent, occurred some years ago in the air pipe of 
a large plant in Butte, Mont. Two duplex compressors, with 
air cylinders respectively of 32J X 60 ins. and 24J X 48 ins., 
and running at 50 revolutions per minute, were forcing air at 80 
lbs. pressure through a single 8-in. pipe. As somewhat over 
1,200 cu. ft. of compressed air per minute were being pro- 
duced, the velocity of flow would be nearly 3,500 ft. per min- 
ute, or 58 ft. per second. It had been noticed several times 
that a portion of the discharge pipe close to the compressor be- 
came red-hot. As no explosion took place in the compressor 
cylinders, but in the pipe only, it is probable that the oil accum- 
ulated in the pipe was vaporized and ignited. In the pipe between 
compressors and receivers there were several sharp bends, which 
increased the friction due to the rapid flow of the air. The re- 
ceivers were always extremely hot. On one occasion the shaft 
timbering, forty or fifty feet below the shaft mouth, took fire from 
the hot air pipe. The above gives point to the fact that, while the 
primary causes of explosion arc to be found in the air cylinder, 
the disastrous effects are perhaps oftener observable in the dis- 
charge pipe or receiver. 

Foul or poisonous gases may result from ignition of the 
lubricant in compressors or receivers, not necessarily followed by 
actual explosion. In an article in the Trans. Amer. Inst. Min. 
Engs.y Vol. XXXIV, p. 158, an instance is noted of combustion in 
the air pipe and receiver. The compressed air was being used 
in an imperfectly ventilated upraise in the mine, 1,200 ft. from 
the compressor, and 2 men lost their lives, while 4 others barely 
escaped asphyxiation. 

Other more or less similar cases are familiar to most miners, 
where foul air from the exhaust of machine drills has been ob- 
served; sometimes merely disagreeable, though often actively 
deleterious. The use of poor cylinder oil is frequently responsible 
for this, as its lighter constituents may begin to volatilize and bum 
at a perfectly normal working temperature. Even if not actually 
fried on the hot metal surfaces, a low-grade oil may yet undergo 



EXPLOSIONS IN COMPRESSORS AND RECEIVERS 



a slow combustion oi oxidation, which will produce enough car- 
bon dioxide to raise materially the percentage of that poisonous 
gas in the confined atmosphere of the working places of mines. 

The mode of using the lubricant for the air cylinders of com- 
pressors deserves some attention. Sight-feed lubricators, such 
as are commonly employed for steam cylinders, are best. On 
the Cliflon Colliery compressor, mentioned above, ordinary 
oil-cups were used, holding about | pint. They were filled 
4 times per day of lo hours. With ihese oil-cups, if improp- 
erly adjusted, it would be possible for all the oil to be sucked 
into the cylinder within a few strokes after being filled. Such 
a result might be inferred, indeed, in this case, because of the 
largequantityof carbonaceous matter — oil, coal dust, etc. — ^found 
in and around thedischarge valves and in the receiver. The feed- 
ing of the oil should be carefully regulated, and a smaller quantity 
used in an air cylinder than a steam cylinder of the same size — 
say, one-third as much. An excess of oil increases the tendency 
to gum the valves. For stage compressors of ordinary size, 
1 drop of good cylinder oil every 4 to 5 minutes is sufficient. 

The periodical use of soap and water fsoap-suds) is to be 
recommended for any compressor that cannot be shut down at 
short inten'als for overhauling. It is fed into the air cylinder 
through an oil-cup, say during one day per week. Or it may be 
forced in by an oil-pump, with which the air cylinder should be 
provided. Soap and water is a poor lubricant in itself, and must 
be used more freely than oil, but it is effectual in cleansing th;: 
cylinder, valves, and ports from any carbonaceous or gummy 
matter that may have been deposited. If the compressor is to be 
stopped, as at the end of a shift, care must be laloen to discontinue 
the feeding of soap and water some lime before shutting down, 
and resume the oil-feed. This is necessary to avoid the formation 
of rust. Every compressor should be overhauled from time to 
time, and thorough cleaning should extend lo all parts, especially 
around the valves and passages, capable of furnishing a lodgment 
for oil or partly oxidized carbonaceous material. 

Precautions for Preventing Ezplouons. These may be sum- 
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marized as follows: (i) Always enclose the inlet valves in a cold- 
air box, connecting with the outside air, so as to avoid taking the 
air from the hot engine-room. This not only conduces to econ- 
omy in working, but by keeping down the final temperature tends 
to prevent decomposition of the oil. (2) The largest possible area 
of cylinder surface should be water-jacketed, including the cylin- 
der heads. A liberal supply of the coldest water obtainable 
should be used for the jackets. The advantages in this respect 
derived from employing stage compression, with large inter- and 
aftercoolers, are undoubted. (3) Use only the best cylinder oil, 
with high flash- and ignition-points and in as small quantity as is 
consistent with proper lubrication. Care should always be taken 
to keep the valves clean. In the design of the compressor there 
should be no recesses or pockets, around the valves or passages, 
where oil could accumulate. (4) So arrange the air intake that 
coal dust will not be drawn into the cylinder with the inlet air. 
(5) It is well to place a thermometer in the discharge pipe, 
close to the cylinder, so that the engineer will be able to note the 
temperature from time to time and stop or slow down the com- 
pressor if the temperature of the discharge air rises too high. 



CHAPTER XV 

AIR COMPRESSION BY THE DIRECT ACTION OF 

FALLING WATER 

In view of the economic importance of keeping down the tem- 
perature of the air during compression, it is evident that an ad- 
vantage would be derived from a closer and more intimate con- 
tact between the air under compression and the cooling water 
than is possible with the external water-jackets of dry compress- 
ors. From a thermodynamicstandpoint it cannot be questioned 
that the wet compressor is more efl&cient than the dry. As has 
been shown in the latter part of Chapter V, it is mainly the me- 
chanical difficulties resulting from the use of injected water in 
the air cylinder that operate to the disadvantage of the wet system 
of compression, and that have caused its almost complete aban- 
donment. 

Since 1896 several large plants have been successfully in- 
stalled in which air is compressed by the direct action of falling 
water and without the use of piston, valves or other moving parts. 
The simple and familiar principle involved has aroused much 
interest in this method of air compression. When air in small 
bubbles is intimately mixed with water, the water breaks into 
foam, through which the air bubbles tend to rise and escape. But 
if the mixed air and water be drawn downward by a strong falling 
current, suitably confined, as in a vertical pipe, the air is com- 
pressed. And if, after reaching the depth and head of water col- 
umn necessary to produce the degree of compression desired, the 
direction of flow be changed to the horizontal and the velocity 
diminished, the air bubbles will rise. They may then be collected 
in a suitable chamber, in which the air pressure corresponds to 
the head of water and from which the air is drawn oflF as required. 

183 
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As the air bubbles are minute and thoroughly disseminated 
through the water during its descent, the total cooling surface 
presented is very large and complete isothermal compression re- 
sults. It should be observed also that the compressed air is 
very dry. While undergoing reduction in volume, the percen- 
tage of moisture in a given globule of air increases until the pomt 
of saturation is reached, but any further compression causes 
deposition of part of the moisture. Moreover, smce the air is 
kept constantly cool during compression, its moisture-carrying 
capacity is smaller than if compressed adiabatically, as in an 
ordinary compressor cylinder. 

Although such an apparatus embodies no new principle, it was 
first constructed on a working scale and successfully tested, about 
1878, by J. P. Frizell, of Boston, Mass.* Aided by this prece- 
dent, a more effective and practical method of breaking up the 
water and impregnating it with air in a state of fine division, was 
afterward devised by Charles H. Taylor, of Montreal, Canada. 
In 1896 the Taylor Hydraulic Air Compressing Co., of Mon- 
treal, erected a plant embodying the system for the Dominion 
Cotton Mills, Magog, Province of Quebecf This plant has long 
been in successful operation, and where the conditions permit its 
introduction the system may be advantageously employed for 
mining service also. 

For the Magog Mills a 128-ft. shaft was sunk to give the 
desired head and pressure (Fig. 85). In it was erected a large 
vertical compressing pipe, a, 3 ft. 8 J in. diameter, the lower part 
gradually increasing to 4 ft. 8 in., and made of A-in. steel plate. 
This pipe passes through the bottom of an iron receiving cham- 
ber, by at the surface, to which water is conducted from a dam 
or reservoir. The chamber, 6, is 12 ft. diameter by 12 ft. high. 
Water flows into and fills the pipe, which extends nearly to the 

♦ For a record of these tests see Proceedings of the InstUtUian of Civil Engineers, 
London, Vol. LXIII, p. 347. 

t The following description is based on an article in the Canadian Engineer, 
March, 1897, ^"^ information furnished to the author by the builders. See also 
Eng. and Mining Jour., Dec. 26th, 1896, p. 606, and Railway and Engineering 
Review, Sept. 17th, 1898, p. 513. 
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F18. 85. — Taylor Hydraulic Air Coniprcnor. 
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bottom of the shaft. By means of an arrangement of small feed 
pipes described below, air is drawn with the water into the top of 
the main vertical pipe and is compressed while being carried 
down the shaft. The compressed air collects in a separating 



n«n of Spider 
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Fig. 86. 



chamber, c, at the bottom of the shaft, while the water is returned 
up the shaft to a tailrace near the top. The difference of water 
level between intake and tailrace is about 22 ft., which produces 
the requisite speed of flow of the mass of water. Into the top 
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of the vertical pipe, a, is inserted a telescoping section of pipe, 
rf, lo the upper end of which is riveted a bell-mouth, e. 
Above the latter is a cylindrical headpiece, /, 4 ft. S ins. diameler 
(Fig. 86), terminating below in an inverted conoid, g, projecting 
into the bell -mouth. These two parts are connected by lugs 
and bohs in such way as to leave an annular opening between 
them, through which the water enters the vertical pipe, .ground 
the headpiece is set a series of thirty 2-in. pipes, ft, k, 4 ft. long, 
open at the top and closed at the bottom. Into each of these 
pipes, near their lower ends, are screwed 32 short horizontal gin, 
pipes, i, i, all directed into the annular opening at the bell-mouth 
and toward theaxisof the main pipe. As the entering water passes 
among the small pipes a tendency to vacuum is created in them, 
so thai the atmospheric pressure drives the air through ihcm into 
the water in the form of small bubbles. These are carried with 
the water down the main pipe, and on iheir way are compressed. 
Near ihc bollom of the shaft the vertical compressing pipe 
enters the large circular " separating " chamber, c, 17 ft. diam- 
eter and 12 ft. high, open below and supported upon legs which 
raise it 16 ins. above the shall bottom. Within the tank and di- 
rectly under the pipe is the "disperser," /, a conoidal casting like 
the one in the headpiece. Plates, k, are added around the periph- 
ery of the disperser to give it an outside diameter of la ft. 
Below is an inverted conical apron, /, 5 ft, wide, riveled to the 
interior of the separating lank. When the water, charged 
with air bubbles, reaches the disperser it is directed outward 
toward the circumference; is then deflected by the apron tow- 
ard the center under the disperser, and finally escapes through 
the open bottom of the separating tank into the return column. 
During this process of travel the compressed air separates from 
the water, most of it collecting in the upper part of the air cham- 
ber. A portion of the air is not liberated until the water reaches 
the lower part of the tank, under the apron. This residuum 
collects in the annular space and joins the main body of air 
through the pipe, m. The compressed air collecting in the lop of 
the air chamber is kept under pressure by the weight of the re- 
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turn water column in the shaft, and is drawn off through the ver- 
tical air main, alongside of the water column a. As the small 
air bubbles are constantly surrounded by cold water, it is evi- 
dent that by this system perfect isothermal compression is at- 
tained, with its corresponding advantages in minimizing the 
amount of moisture carried off in the air. This has been shown 
by tests. 

With a total depth of shaft of 128 ft., in this installation, an 
air pressure of 52 lbs. per sq. in. is produced. The eflSciency of 
this plant is shown by the following table* to be from 50.1 per 
cent, to 62.4 per cent., according to the quantity of water used: 

Table X 



No. 

of 

Test. 


Quantity 
of Water 

Dis- 
chmed, 
in Cubic 
Feet per 
Minute. 


Available 

Head in 

Feet. 


Available 
Horse- 
Power. 


Quantity of Air 

Delivered, in 

Cubic Feet per 

Minute at 

Atmospheric 

Pressure. 


Pressure 
of Air, 
Pounds 

Square 
Inch. 


Actual 
Horse- 
power of 

Com- 
pressor. 


Efficiency 
of Com- 
pressor, per 
Cent. 


I 
2 

3 
4 

5 
6 


6122 

5504 
4005 

7662 

6312 

7494 


21.4 
21.9 
22.3 
21. 1 
21.7 
21.2 


247.7 
228.0 

168.9 

305-9 
260.0 

299.8 


1377 

n^3 

1095 
1616 

1506 

1560 


52 
52 
52 
52 
52 
52 


132.5 
131. 

105.3 
155-4 
144.8 

150.2 


53-5 

57.5 
62.4 

50.8 

55-7 
50.1 



Temperatures during tests: external air 75^ to 83^; water 75.2^ to 80^; 

compressed air 75.2^ to 8o^ 

The parts were not correctly proportioned in this first instal- 
lation, and there is no doubt that the eflSciency could be consider- 
ably increased by using a relatively larger air chamber at the 
bottom of the shaft, to prevent air from going to waste. As shown 
by the table, the eflSciency is increased by diminishing the volume 
of inlet water, upon which depends the quantity of air carried 
down and compressed. 

In building a plant to produce higher air pressure the motive 
head, or difference in level between the surfaces of water at inlet 
and tailrace, would be increased. The theory is as follows: The 

* Tests made by Prof. C. H. McLeod, of McGill University, August, 1896. Pub- 
lished in Eng. and Min, Journal^ December 26th, 1896, d. 606. 
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combined specific gravity of the mixture of air and water in the 
vertical compressing pipe is less than that of the water in the re- 
turn column. That is, the weight of water in the compressing 
pipe is less per foot than in the return column. Therefore, the 
head required, to overcome friction and to produce flow, must be 
greater than if the apparatus were merely an inverted siphon, and 
as the difference in weight increases with depth (and air press- 
ure produced) the motive head must be correspondingly increased. 

In 1898-1900 a plant on the Taylor system was built for the 
Kootenay Air Supply Co., Ainsworth, British Columbia. The 
topographical conditions are such that a high head of water is 
obtained without sinking a deep shaft. From a small dam the 
water is carried in a wooden-stave pipe, 5 ft. in diameter and 
1,354 ft. long. The pipe finally passes over a short, but high 
trestle, built against the side of a steep gorge, to the receiving 
tank. The latter, 17 ft. diameter by 20 ft. high, is placed on a 
wooden tower, no ft. high (Fig. 87). From the bottom of the 
tank the pressure pipe, 33 ins. diameter, descends vertically inside 
the tower to the ground level and then down a shaft 105 ft. 
deep.* After compressing the air the water returns up the 
shaft to the tailrace at the creek level. As shown in Fig. 88, 
the details of the receiving chamber at the bottom of the shaft 
differ from those of the Magog plant. 

The effective compressing head is 107 ft., while the total 
height of the pressure pipe is over 200 ft. This produces a 
high velocity of flow and a correspondingly large delivery of 
compressed air. The main pipe line, 9 inches diameter, is 2 
miles long, discharging from 4,200 to 4,600 cu. ft. of free air 
per minute. Branch service pipes convey the air to neighboring 
mines, where it is used for rock-drills and other mining machinery. 
On the basis of 600 horse-power, represented by the volume and 
pressure of the air compressed, the cost of the entire plant, includ- 
ing pipe lines, was about $100 per horse-power. This would be 
somewhat increased by allowances for transmission and other 
losses. 

* Canadian Electrical News, September, 1898, p. 176. 
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Another large plant was completed in 1906 at the Victo- 
ria Copper Mine, near Rocklaod, Ontonagon Co., Michigan. 
Though the same general design was adopted for the intake head 
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and its appurtenances, ihe local conditions led to a novel mode of 
installation. The water is conducted from a dam on the On- 
tonagon River through a 4,-oo-£t. canal, furnishing a head at 
the terminal forebay of 7a ft. above the river-level. Three 
independent units are built side by side in a vertical shaft 343 ft. 
deep. The subdivision of the air, as ad milled at ihe intake head, 
is carried farther than in either of the plants described above, 
there being no less than 1,800 |-inch horizontal feed pipes, in- 
serted in the series of vertical pipes encircling the inverted cone. 
The compressing pipes are 5 ft. in diameter, lined with con- 
crete, and the separating cones and dispcrsers, also of iron and 
concrete, are built at the bottom in a rock chamber excavated for 
the purpose. In this chamber, 381 ft. long and 18 ft. X 21 ft. 
average cross -sect ion, the compressed air is trapped and thence 
drawn off for use through a 24-inch main. The compress- 
ing water, flowing down the intake pipes, stands normally at 
a lev'cl about 14^ ft. below the roof of the chamber, thus leav- 
ing an air capacity of about 80,000 cu. ft. Connected with the 
end of the air chamber is an inclined shaft, 270 ft. in vertical 
depth, through which the water returns to the surface. The tail- 
race from ihc moulh of this shaft is 72 ft. below the level of the 
intake, this height measuring the motive head producing the 
flow of water. Thus the air in the underground chamber is 
under a pressure due to 2"o ft. head of water, or 117 lbs, persq. 
in. gauge. 

For regulating the operation of the compressor a pipe passes 
from the air chamber up the compressing shaft to the surface, 
where branches from it are led to the intake heads. The com- 
pressed air conveyed in this regulating pipe operates a device con- 
nected with each intake head, whereby the latter is automatically 
raised above the water-level in the receiving tanks whenever the 
air pressure exceeds the normal, thus stopping the flow of air 
through the feed pipes, A twelve-inch blow-off pipe is also pro- 
vided, passing from the water-level in the air chamber lo the mouth 
of the inclined shaft earning the return water column. If air to 
the full compressor capacity is drawn off, the water-level in the air 
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chamber rises as the air pressure faUs, thus sealing the lower end 
of the blow-ofif pipe; then, when the consumption of air decreases 
the pressure in the chamber rises, depressing the water-level until 
the blow-ofif orifice is uncovered, when more air is blown ofif. 
Thus the working pressure is maintained within quite narrow 
limits. It may be added that the great size of the air chamber — 
which acts like the receiver of an ordinary air-compressor plant — 
gives it a large storage capacity. 

When all 3 compressing units are in operation, with a total 
capacity of from 34,000 to 36,000 cu. ft. of air per minute, about 
70,000 cu. ft. of free air per minute may be drawn ofif for a 
period of 18 minutes, without causing a drop in pressure of more 
than 5 lbs. For each unit, the output ranges from 9,000 to 12,000 
cu. ft. per minute, and the volume of water used, from 12,700 
to 14,800 cu. ft. A series of tests made on a single intake head 
in May, 1906, by Prof. F. W. Sperr, gave the following results: * 

Table XI 
Air Measurements 





Velocity, Feet 
per Second. 


Cubic Feet per 
Minute. 


Absolute Pressures 




Square Feet 


Free Air, 
Pounds. 


Compressed 
Air, Pounds. 


Horse-Power. 


4 
4 
4 


44.09 
49.74 
38.50 


10,580 

11,930 

9*238 


14 
14 
14 


128 
128 
128 


1,430 
1,623 
1,248 



Water Measurements 



Flume Area. 


Velocity, Feet 
per Second. 


Cubic Feet per 
Minute. 


Head, Feet. 


Horse- Power. 


EfficiencT, per 


71.7s 
67.03 
72.16 


3-033 
3.684 
2.936 


13,057 
14,820 

12,710 


70.5 
70.0 

70.6 


1,741 
1,961 

1,700 


82.17 
82.27 
73-50 



The air is used at the Victoria Mine for general power pur- 
poses at the mine and mill, including a 500-horse-power hoisting 

* For further details see article by D. E. Woodbridge, Engineering and Mining 
Joumalf Jan. 19th, 1907, p. 125. Also, A. H. Rose, Mines and Minerals, March, 
i907» P- 346. 
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engine, designed for a depth of 4,000 fl., 7 pumps, and many other 
engines. The cost per horsc-powcr is only about $2.25 per 
year, including all the operating expenses. It is expected that 
over 4,000 horse-power will be developed when all 3 compressing 
units are in operation. The present stage of the development of 
the mine requires the use of but i unit. 

The compression of air by direct action of falling water, 
according to the Taylor system, has been adopted in several other 
recent installations: two in Germany and a very large plant for 
general power purposes, on the Shetuckel River, near Norwich, 
Conn.* It is probable that the application of the system will be 
extended in regions where large water powers can be developed. 
Its first cost is not excessive, while the maintenance and running 
expenses are extremely low, as compared with those of the usual 
forms of air compressors. No skilled attendance is required, and 
the item of depreciation is merely nominal in such substantially 
erected plants as that at the Victoria Mine. By comparing the 
figures given in Tables X and XI, it will be seen that in the later 
installation a very marked increase was made in efficiency of 
operation ; due to improved design of the intake head, increase in 
motive head producing the flow of the compressing water, and a 
more complete separation of the air from the water in the receiv- 
ing chamber. 

It has been suggested that it might be feasible to employ the 
system in connection with an ordinary compressor plant. That is, 
to produce a low air pressure by the water plant, and then to ad- 
mit this air to the compressor cylinder where it would be brought 
up to the required higher tension. In effect, this would be stage 
compression, in which the air would be completely cooled to nor- 
mal temperature before entering the high-pressure cylinder. 
*The last -mentioned is described in Cotnpreised Air, April, 1906, p. 3,980. 
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CHAPTER XVI 

CONVEYANCE OF COMPRESSED AIR IN PIPES 

Certain losses due to friction take place in conveying com- 
pressed air through lines of piping. The diameter of the pipe is 
of vital importance, and when proportioned properly to the 
volume of air, and to the distance, these transmission losses 
are very small as compared with the other losses incident upon air 
compression. With the possible exception of electricity, no other 
means of power transmission can compare in eflSciency with 
compressed air. The transmission losses appear in two ways: 
as loss of power, and as loss of pressure or head, indicated by 
difference in gauge reading at the ends of the line. Between these 
two losses there is a clear distinction. 

Loss of Power. The large and, to a great extent, unavoidable 
loss of power due to the heating of the air during compression 
and its subsequent cooling after leaving the compressor, has 
already been considered. But this cooling takes place so quickly 
in the receiver and piping that the resulting loss is not properly 
chargeable to transmission. The air assumes the temperature of 
the surrounding atmosphere in the first few hundred feet, so that 
when conveyed to long distances the calculation for transmission 
loss may be made without regard to the effect of temperature upon 
the volume of the air. In other words, the volume is taken simply 
as proportional to the absolute temperature, in atmospheres. 
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The power residing in the compressed air is due not only to its 
pressure, but also to its volume, in terms of number of cubic feel 
of free air (i.e., air at atmospheric pressure). Thus, while the 
pressure is reduced by frictional loss in transmission, yet this 
reduction in pressu re is accompanied by a proportionate increase 
in volume, and a certain compensation is produced. Although the 
pressure of the air at the motor is diminished, there is no loss in 
the final volume of free air. As will be shown below, the toss of 
pressure due to the conveyance of air in pipes is small, but Ihe 
actual loss of power is still smaller. The pipe ilself acts in a 
measure like a receiver — as a resenoir of power. It is probable 
that much of the transmission power loss experienced in practice 
is due to leakage from Joints and flaws in the pipe. 

Loss of Pressure or Head. For short distances the loss of 
pressure may be considered as tajcing place according to the laws 
governing the flow of all fluids, varying directly as the length of 
pipe, directly as the square of the velocity, and inversely as the 
diameter of the pipe. Bui for long distances the application of 
these laws becomes somewhat complex. In addition to the fac- 
tors just given, it is necessary to take into account the volume 
and pressure of the air, and the difference between the pressures 
at the receiver and at the end of the pipe line. All are more or 
less interdependent. A statement of the case, more accurate 
than the above, is as follows : For a given diameter of pipe, when 
the volume of compressed air discharged and its initial pressure 
remain constant, the loss of pressure is proportionate to the 
length of the pipe. 

But in actual service the initial pressure and the volume of 
discharge do not remain constant, and, in the passage of the air 
through the pipe, other modifying factors must be taken into 
account. In flowing through a long line of piping the pressure is 
gradually reduced by friction, while the volume is correspondingly 
increased. Therefore, to maintain in the pipe the flow of a 
given quantity of air whose volume is constantly increasing, the 
velocity also must increase, and this requires an increase of head 
or pressure. 
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The formulas commonly used are constructed on the hy- 
pothesis that the loss of head is proportional to the length of pipe, 
so that, if a certain head be required to maintain the flow of a 
given quantity of air in a pipe 1,000 feet long, twice this head 
would suffice for a pipe 2,000 feet long. But in this case, when 
the air has passed through the first thousand feet of pipe its mo- 
tive head has been lost; and as the volume has thereby increased, 
a greater head will be necessary to maintain the flow in the second 
thousand feet. In other words, the ordinary formulas do not 
take into account the increase of volume due to the reduction 
of pressure, i.e., loss of head. 

To transmit a given volume of air at a uniform velocity and 
loss of pressure it would be necessary to construct the pipe with a 
gradually increasing area. This of course is impracticable, and 
if the rate of discharge is to be kept constant in pipe of uniform 
section, both volume and velocity must increase as the pressure is 
reduced by friction. The loss of head in properly proportioned 
pipes is so small, however, that in practice the increase in volume 
is usually neglected. 

The actual discharge capacity of piping is not proportional 
to the cross-sectional area alone — ^that is, to the square of the 
diameter. Although the periphery is direcdy proportional to the 
diameter, the interior surface resistance is much greater in a small 
than in a large pipe, because as the pipe becomes smaller the 
ratio of perimeter to area increases. To pass a given volume 
of compressed air a i-in. pipe of given length requires over 
3 times as much head as a 2-in. pipe of the same length. The 
character of the pipe also, and the condition of its inner sur- 
face, have much to do with the friction developed by the flow 
of air. Besides imperfections in the surface of the metal, the 
irregularities incident upon coupling together the lengths of pipe 
must increase friction. 

There are so few reliable data that the influences by which 
the values of some of the factors may be modified are not fully 
understood, and owing to these uncertain conditions the results 
obtained from formulas are only approximately correct. Among 
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the formulas^ in common use for determining the loss of pressure 
in pipes perhaps the most satisfactory is that of D'Arcy. As 
adapted for compressed-air transmission it takes the form: 



D=c^ 



d' {P-P^) 



,or D = 






w^i ' vT 

in which 

D=the volume of compressed air in cubic feet per minute 
discharged at the final pressure, 

c=a coefficient varying with the diameter of the pipe, as de- 
termined by experiment, 

d= diameter of pipe in inches,* 

/ = length of pipe in feet, 

^1 = initial gauge pressure in pounds per square inch, 

P2 = final gauge pressure in pounds per square inch, 

Wi=the density of the air, or its weight in pounds per cubic 
foot, at the initial pressure p^. 

The second form of the formula, as given above, will be found 
convenient for most calculations, as the factors can be considered 
in groups. 

In the following table are given the values of c, d*, and c V^. 
The values of c show some apparent discrepancy for sizes of pipe 

Table XII 



Diameter of Pipe, 


Values of 


Fifth Powers of 


Values of 


Inches. 


c 


d 


c\/5» 


I 


45-3 


I 


45-3 


2 


52.6 


32 


297 


3 


56.5 


243 


876 


4 


58.0 


1024 


1856 


5 


59-0 


3"5 


3298 


6 


59.8 


7776 


5273 


7 


60.3 


16807 


7817 


8 


60.7 


32768 


10988 


9 


61.0 


59049 


14812 


10 


61.2 


lOOOOO 


19480 


II 


61.8 


I6I05I 


24800 


12 


63.0 


248832 


30926 



* The actual diameters of wrought-iron pipe are not the same as the nominal 
diameters for all sizes. This difference is small, however, except in the i}-in. and 
i}-in. sizes, the actual diameters of which are 1.38 Ins. and 1.61 ins. respectively. 



198 



CX)MPR£SS£D AIR PLANT FOR MINES 



larger than nine inches, but there would be no very material 
differences in the results. 

Table XIII gives the values of w^ for initial gauge pressures up 
to 100 pounds per square inch: 

Table XIII 



Gauge Press- 
ure, Founds. 


wi 


V'w'i 


1 

Gauge Press- 
ure, Pounds. 


^i 


V*^! 





0.0761 


0.276 


55 


0.3607 


0.600 


5 


0.1020 


0.319 


60 


0.3866 


0.622 


10 


0.1278 


0.358 


65 


0.4125 


0.642 


IS 


O.IS37 


0.392 


70 


0.4383 


0.662 


20 


0.1796 


0.424 


75 


0.4642 


0.681 


25 


0.2055 


0.453 


80 


0.4901 


0.700 


30 


0.2313 


0.481 


85 


0.5160 


0.718 


35 


0.2572 


0.507 


90 


0.5418 


0.736 


40 


0.2831 


0.532 


95 


0.5677 


0.753 


45 


0.3090 


0.556 


100 


0.5936 


0.770 


50 


0.3348 


0.578 









To facilitate computations in connection with D'Arcy's 
formula, Table XIV has been compiled by Mr. William 

Cox. It gives the values of ^1 llZ£} for terminal gauge pressures 

of from 20 to IOC lbs., and for pressure losses of from i to 10 lbs.* 
Intermediate values can be obtained by interpolation. No 

allowance is made for pipe leakage, nor for incidental friction due 

to bends in the pipe. 

By using these tables all ordinary problems involved in 

compressed-air transmission can be readily solved. For example, 

given a 5-in. pipe, 2,50c ft. long; how many cubic feet of air per 

minute at an initial pressure of 70 lbs. can be transmitted, with 

a loss of pressure of not more than 3 lbs. ? 

From Table XII, c\/^= 3,298; from Table XIV,^1^LZ.' 

\ u\ 

= 2.570 and y/l = 50. Substituting in the formula already given : 



D = 



50 



X 2.570 — 169.5 cu. ft. compressed air per minute. 



* Reproduced by permission from Compressed Atr, Feb., 1898, pp. 374-376. 
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Table XIV 
Vuluesot.l^^!^ 



\ If, 



Final 










Losses 




Ph 




VKt.. 


Pl-ft. 












^.Tb.. ^ 


lb. 


«ll». 3 


llH. 


4 lbs. 5 Ihs. 


51h,. 


7lbs. |8lta. 


qlta. 


„i^ 


lO 1 


335 


3 14' 3 


918 


4.466 


4 93° 


5 336 


5-693 


6014 


6 3°Q 


6-574 




^93 


3 


198 3 


868 








8jo 




272 


5-637 




946 




'37 


6.502 




161 


3 


>S7 3 


819 




356 




813 






5-564 




878 




16S 


6.432 


n » 


333 


3 


"7 3 


772 




304 




756 




tS' 


S-50' 




814 






6.362 


24 2 


105 


3 


079 3 


717 




'54 




702 




093 


5-440 




75' 




036 


6.396 


»s » 


178 


3 


04' 3 


684 




306 




649 




036 


S-38. 




688 




973 


6-'33 


16 1 


'5= 


3 


°°7 3 


641 




158 




597 




981 


m 




630 




9'3 


6.173 


27 I 


IJ7 




973 3 


601 








548 




928 




57' 




856 


6.1«3 
6.056 


iS I 


'OS 




939 3 


56' 




068 




499 




877 


5.':S 




518 




799 


II) I 


079 




907 3 


523 




024 




45' 




828 


5-'64 




466 




745 


l^ 


30 I 


056 




876 3 


485 




982 




408 




781 


5.M4 




414 




691 


J' » 


034 




844 3 


448 




942 




365 




735 


S-066 




364 




637 


5-888 


33 2 






8.5 3 






904 




3'3 




690 


5-0'9 




3" 




586 


5.834 


33 1 


991 




786 3 


381 




866 




382 




646 


4-9J1 




364 




535 


5.782 


34 |. 


97' 




759 3 


348 




830 








603 


4.9'6 




316 




487 


5-733 


35 1 I 


55' 




733 3 


3'7 




794 








56. 


4.881 




170 




439 


5-686 


36 I 


933 




707 3 


386 




758 




164 




5'o 


4.839 




[36 




394 


5. 639 


37 ' 


9'5 




682 3 


'55 




7'4 




126 




480 


4-797 




084 




349 


5.594 


38 . 


897 




656 3 


J3i 




690 




090 






4-757 




042 




307 


S.550 


39 I 


8j9 




63» 3 


.96 




658 




054 




404 


4-717 








365 


5-509 


40 1 I 


863 




608 3 


168 




626 








368 


4.680 




963 




336 


5-468 




845 




585 3 






596 




987 




333 


4-643 




924 




187 


5.4'6 


4a I 


829 




563 3 


114 




566 




956 




399 


4.609 




888 




.48 


5-385 


43 ' 


813 




54J 3 


osa 




538 




914 




367 


4-575 




85' 






5-344 




798 




5" 3 


064 




S"> 




895 




'35 


4-540 








070 


5.io6 


45 ' 


783 




50' 3 






4B4 




866 




203 


4.506 




778 




034 


5-268 


46 I 


769 




48. 3 


017 




458 




837 




'7' 


4-47' 




744 




998 


5. '30 


47 I 


755 




462 2 


995 




43' 




808 




139 


4.439 




710 




962 


5-'9' 


48 I 


741 




444 a 


971 




406 




779 




109 


4.408 




676 




936 


5 -'55 


49 > 


719 




416 2 


950 




380 




75' 




080 


4-376 




643 




890 




3° ■ 


716 




40; 2 


937 




356 




7'5 




05' 


4-344 




608 




857 


S^^S 


5" ' 


703 




3B9 ' 


906 




33» 




698 






4-313 




578 




824 


5-050 


5' ' 


690 




372 2 


S86 




30S 




671 




993 


4.283 




546 




79' 


'5-015 


S3 1 


678 




355 I 


86s 




384 




645 




965 


4. '54 




516 




758 


4-98I 


S4 I 


666 




338 a 


844 




260 




630 




938 


4-"S 




484 






4-9S' 


55 1 ' 


654 




321 2 


8^3 




'38 




596 




911 


4.196 




456 




6^ 




SP ' 


641 




304 3 


804 




316 




57" 




88s 


4- .69 




428 




668 


4:88^ 


57 ' 


630 




289 2 


785 




:94 




547 




860 


4- '43 




400 




638 


4.860 


58 . 


619 




273 3 


766 




172 




5'4 




83s 


4-"7 




37' 




611 


4.83* 




608 




258 2 


747 




15' 








811 


4-091 




346 




584 


4.803 




^V 






730 




132 




4W 




787 


4.066 




i'o 




557 


4.77s 


61 1 


586 




238 3 


713 








458 




764 


4.042 




)94 




530 


4.747 


63 1 


576 






*95 








437 




742 


4.019 




368 




503 


4.718 


63 I 


S66 






678 




074 




4<7 




720 


3-995 




344 




476 


t^ 


64 1 


556 




186 3 


663 




oi;6 




397 




698 


3-97' 








4S» 


65 ■ 


546 




■73 » 


647 




038 




376 




676 


3.948 




.96', 4 


438 


4-642 


66 I 


537 


' 


160 2 


t>3' 


3 






356 




fU 


3-916 




<7' 


4 


404 


4-617 
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Table XIV— Continued 
Values of .1 ^^' 



Final 






Lo 


SBSL..- 


PnEssvae. p,-p,. 


PreH- 






























ft.iii.. 


lb. 


■ lbs. 


3 lb>. 4 


lbs. 1 s lbs. { 6 lbs. 


7lbt. 1 Slb>. 


qlbl. 


ioib>. 


67 I 


5 '8 


1. 147 




002 3 


337 


3.634 


3.90s 


4.150 


4-380 


4.593 


6S 1 


5"f) 


a- 134 


2.600 2 


984 3 


3'8 


3-f"5 


3.884 


4.12S 




356 




566 


69 1 


S'o 




2.584 2 


968 3 


300 


3-596 


3-863 


4.104 




333 




54' 


70 1 


501 




2.S70 J 


951 3 


'8j 


3.576 


3.842 






308 




S'6 




403 


J. 098 


2.556 2 


936 3 


26s 


3-556 


3.820 






284 




494 




48* 


3.0S6 


1-543 a 


9'o 3 


»47 


3-537 


3- 799 


4-0J8 




263 




47' 


73 I 


476 


I. "75 


>.S=9 ' 


904 3 


2 29 


3.5'7 


3-778 


4.018 








449 




468 


a. 064 


2.515 2 






3-498 


3-759 


3-998 








427 


75 ' 


460 


2 -OS' 


2.501 2 


87' 3 


'93 


3.480 


3-74' 


3-978 




200 




405 


76 1 


4S' 




=.487 » 


856 3 


'77 


3-463 


3-733 


3.958 




'79 




383 


77 ' 


444 


3.030 


>-473 » 


84> 3 


.6j 


3.446 


3-704 


3.938 




■58 




36' 


78 I 


4.16 


J.OL9 


2.461 2 


828 3 


146 


3-439 


3.686 


3.918 




137 




339 


79 ' 


418 


J. 009 


2.449 » 


8.4 3 


'3° 


3-4" 


3.667 


3.898 




116 




3'7 


80 I 


411 


1.999 


3-437 I 


800 ^ 


"S 


3-395 


3-648 


3-S7S 




095 




394 


8. I 


414 


1.989 


2.425 ' 


786 3 


009 


3-377 


3.630 


3858 




074 




272 


82 1 


407 


1.970 


2.413 I 


7J» 3 


084 


3.360 


3.6.1 


3.840 




053 




3S3 


83 I 




1.969 




758 3 


068 


3-343 


3-593 


3-830 




035 




334 


84 ( 


303 


I -959 


2:l88 ^ 


744 3 


052 


3-3'6 


3-575 


3.802 




017 




315 


8S I 


386 


1.949 


2.376 2 


730 3 


°37 


3.3'° 


3-559 


3.786 








■96 


86 I 


379 


'■939 


'.364 2 


7'6 3 




3-394 


3-543 


3-768 




981 




'77 


ii ' 


373 


(.919 


2.352 1 


701 3 


008 


3-'79 


3.537 


3.753 




963 




158 


88 I 


36s 


1.920 


2.340 2 


690 2 


994 


3.36s 


3-S'i 


3.734 




945 




'3C 


89 ( 


358 


1.9:0 


2.330 I 


678 2 


981 


3-350 


3-495 


3-7'8 




927 






90 1 


35' 


1. 901 


2-319 a 


666 I 


967 


3 -'35 


3-479 


3.700 




909 






91 I 


34i 


1-893 


2-309 2 


654 1 


954 


3-331 


3-463 


3.684 




891 




081 


92 t 


339 


1.884 


2.298 2 


64= I 


940 


3.206 


3-447 


3.666 




873 




064 


93 1 


333 


1.876 




630 2 


9'7 


3-'9' 


3-43» 


3.650 




855 




048 


94 1 


3'7 


..867 


2.278 2 


618 2 


9'4 


3-'77 


3-4'6 


3-634 




840 




032 


95 ■ 


3=1 


1.8S9 


2.267 ' 


606 2 


900 


3.163 


3-401 


3.6.8 




835 




016 


56 . 


3'S 


'.850 


2-157 ' 


594 a 


887 


3.148 


3.387 


3.604 




810 






97 ' 


309 


■ .842 


2.246 2 


582 2 


873 


3-135 


3-373 


3-590 




795 




984 


98 I 


303 


■.833 


a. 236 2 


57" a 


862 


3->»3 


3-i^ 


3-576 




780 




969 


W 1 


iqj 


1.825 


1.226 1 


560 2 


85' 


3.110 


3-347 


3-563 




765 




953 




agi 


1.817 


2.217 ' 


SSO I 


840 


3-098 


3.334 


3-5*8 


'"' 


3-937 



Volumes of compressed air are easily converted into corre- 
sponding volumes of free air by multiplying by the absolute press- 
ure in terms of atmospheres (i atmosphere = i4.7 lbs.). Thus, 
100 cu. ft, of air at 80 lbs. gauge pressure, or 94.7 absolute 
pressure, are equal to 644 cu. ft. of free air, at sea-level. 
Table VIII gives the air pressures in pounds per square inch for 
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altitudes up to 15,000 ft., with the corresponding barometric 
readings. 

Another formula for the loss of pressure in pipes has been 
published by Mr. Frank Richards, as follows : * 

«-- ^ 

10,000 Da 
D= diameter of pipe in inches. 

L = length of pipe in feet. 

V= volume of compressed air delivered, in cubic feet per 
minute. 

H=head or diCFerence of pressure required to overcome fric- 
tion and maintain the flow. 

a = constant for diameter of pipe. 

Values of a for Different Nominal Diameters 

Of Wrought -Iron Pipe. 



l" . 


. . 0.350 


3' - 


. . 0.730 


5'. 


. . 0.934 


Ij-. 


. . o.soot 


3i'. . 


. . 0.787 


6*. . 


. . I. 000 


li-. 


. . o.663t 


4' . . 


. . 0.840 


8*. 


. . I. 125 


2* . 


. . 0.565 






10^. . 


. . I.300 


2i-. 


. - 0.650 






12*. . 


. 1.260 



Using this formula with its constants, the calculated losses of 
pressure are smaller, and, conversely, the volumes of air discharged 
are larger, under the same conditions, than those obtained from 
D'Arcy's formula. 

The losses of pressure in a table by F. A. Halsey indicate that 
the constants used by him diCFer materially from those given 
above. For comparison a series of random examples are shown 
m Table XV. 

An examination of this table shows that in all cases the figures 
from D'Arcy's formula lie between the others, and until further 
experimental data are available it would appear safe to conclude 
that the results obtained from this formula are sufficiently ac- 

* American Machinist^ Dec. 27th, 1894. 

fThe values of a for i^ and i}-in. pipe are not consbtent with those for 
other sizes. See foot-note on page 197. 
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Table XV 



Cubic Feet of 
Air at Final 


Length of Pipe, 
Feet. 


Diameter of 
Pipe, Inches. 


Transmission losses, Pounds. 


Pressure. 














Richards. 


D'Arcy(Cox). 


Halsey. 


i,ooo 


1,000 


4 


3-^3 


3.71 


5 -02 


i,ooo 


1,000 


5 


•95 


1. 17 


1.63 


i,ooo 


1,000 


6 


.35 


.46 


.64 


4,000 


5,000 


8 


5-92 


8.44 


13-05 


4,000 


5,000 


10 


1.78 


2.81 


4.20 


4,000 


5,000 


12 


.68 


1.06 


1.70 



curate for ordinary calculations. It must be remembered that, 
within certain limits, the loss of head or pressure increases with 
the square of the velocity. To obtain the best results it is found 
in practice that the velocity of flow in the main air pipes should 
not exceed twenty or twenty-five feet per second. Experiments 
made to determine the loss of pressure in the mains of the Paris 
compressed-air plant gave the following results : * 



Table XVI 
Diameter of Pipe, Twelve Inches 



Velocity of Flow in 
Feet per Second. 


Initial Pressure, 
Pounds. 


Final Pressure, 
Pounds. 


Per Cent, of Initial 
Pressure Lost per Mile. 


25 
50 

TOO 


100 
100 
100 


97.6 
90.6 

53.8 


2.4 

9-4 
46.2 



It is evident that when the initial velocity much exceeds 50 
ft. per second the percentage loss becomes very large; and, fur- 
thermore, by using piping large enough to keep down the velocity 
the friction loss may be almost eliminated. For example, at the 
Hoosac tunnel, in transmitting 875 cu. ft. of free air per 
minute at an initial pressure of 60 lbs., through an 8-in. pipe 
7,150 ft. long, the average loss including leakage was only 2 lbs. 
The velocity in this case was 8J ft. per second. A volume of 
50C cu. ft. of free air per minute, at 75 lbs. gauge pressure, can 

* Unwin. Van Nostrand's Science Series, No. 106, p. 78. 
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be Iransmitted through 1,000 ft. of 3-m. pipe with a loss of 4.1 
lbs., while if a s-in. pipe were used the loss would be reduced to 
.24 lb., the velocities being respectively 28 ft. and 10 feet per sec- 
ond. In driving the Jcddo mining tunnel, at Ebcrvale, Luzerne 
Co., Penna., two jj-in. machine drills were used in each heading, 
with a 6-in, main, the maximum distance of transmission being 
about io.8oo.ft. This pipe was so large in proportion lo the vol- 
ume of air required for the 2 drills (about 230 cu. ft. free air per 
minute) that the loss was reduced to an extremely small quan- 
tity, the velocity being only 3J ft. per second. A calculation 
shows a loss of ,002 lb., and the gauges at each end of the 
main were found to record practically the same pressure, 

A due regard for economy in installation, however, must limit 
the use of very large piping, the cost of which should be considered 
in relation to the cost of air compres-sion in any given case. Diam- 
eters of from 4 to 6 ins. for the air mains arc large enough for 
operating simultaneously from 6 to 10 drills. Up to a length 
of 3,000 ft. a 4-in. pipe will carry per minute 480 cu. ft. of free 
air compressed to 82 lbs,, with a loss of 2 lbs. pressure. This vol- 
ume of air will run four 3-in. drills. Under the same conditions 
a 6-in. pipe, 5,000 ft. long, will carry 1,100 cu. ft. of free air per 
minute, or enough for 10 drills in constant operation. 

A mistake is often made in putting in branch pipes of too 
small a diameter. For a distance of, say, 100 ft. a 1 Jin. pipe is 
small enough for a single drill, though i-in. is frequently used^ 
While it is, of course, admissible to increase the velocity of 
flow in short branches considerably beyond 20 ft. per second, 
extremes should be avoided. To run a 3-in. drill from a i in. 
pipe 100 ft. long would require a velocity of flow of about 55 ft. 
per second, causing a loss of 10 lbs. pressure. In this connection 
Table XVII* may be studied with advantage. 

Compressed -Air Piping. The pipe tor con\'eying compressed 

air may be of cast or wrought iron. If of wrought iron, as is 

customary, the lengths are connected either by sleeve couplings 

or by cast-iron flanges into which the ends of the pipe are ex- 

• From Ihe catalogue of ihe Norwalk Iron Works Co. 
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Table XVII 



Xominil SiK 
ofPipe. W 


I in. 


.(in. 


iim. 


2 ins. 


A 


ins. 




LengthnfPipe 

In Feel. KT 


50 


100 


,00 


30 


100 


300 


200 


500 


xfiojeoo 






i 

> 

Q 

S 
£ 

S 

H 
< 

i 


79 


8 


33 


I 


'6-4 35- 


20 


3 63.6 


36. 


7 84.7 


53.6 


'43 


I 91- 


S 




70 


6 


33 


I 


33-4| 49- 


j8 


7 89-9 


5'- 


J iig.6 


75-7 300 




s IS 




79 


4 


40 


4 


i3-6 61. 


3 35 


2 IQO.l 


63. 


3 146.5 


9»-7J344. 


4157- 


s 


bl 


79 


^ 


46 


8 


33- > 70- 


3 40 


6127.. 


73- 


.69.1 


107 -.'383. 


3.83. 


H 


U 


79 




5^ 


3'| 37-° 78- 


6 45- 


4 141.0 


82. 


3t8g.. 


M9.7'3'7. 


i>04. 


5 


" 


78 


8 


57 


ij 40.4' 86. 


49 


7 '55-4 


89. 


J07. 


131.0:348. 


4324. 


U 




78 


6 


61 


6 43. ft, 93- 


3 S3 


7168.0 


97- 


333-3 


'41-3377- 


0343- 




bi 


78 


■I 


65 


g] 46-6 99- 


57- 


3['79-3 


103. 


338.7 


i5i-i,399. 


6J2s8. 




Z 


78 


J 


70 


3! 49.7;'05- 


60. 


S'tqo.S 


IJO. 


252.9 


160.1424. 


'373- 


s 


X 


78 




73 


;' 5-.|"o. 


64. 


o;2co.7l-'5- 


266.5 
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panded or screwed. Sleeve couplings are used for all except the 
large sizes. The smaller sizes, up lo ij in. are bult-wclded, 
while all from i J in. up are lap-welded lo insure the necessary 
strength. Extra heavy piping may be had for higher pressures 
than those commonly used. Wrought-iron spiral-seam riveted, 
or 5piral-wcld steel, tubing is sometimes used. It is made in 
lengths of 20 ft. or less. For convenience of transport in re- 
mote regions rolled sheets in short lengths may be had. They 
are punched around the edges, ready for riveting, and are packed 
closely, 4, 6 or more sheets in a bundle. 

.\11 joints in air mains and branches should be carefully made. 
The pipe may be tested from time to time by allowing the air at 
full pressure to remain in the pipe long enough lo observe the 
gauge. In case a leak is ind icated it should be traced and stopped 
immediately. Air leaks arc more expensive than steam leaks 
because of the losses already suffered in compressing the air. In 
putting together screw joints care should be taken that none of 
the white lead or other cementing material is forced into the pipe 
This would cause obstruction and increase the friction loss. Also, 
each length as put in place should be cleaned thoroughly of all 
foreign substances which may have lodged inside. To render 
the piping readily accessible for inspection and stoppage of leaks 
it should, if buried, be carried in boxes sunk just below the sur- 
face of the ground; or, if underground, it should be supported 
upon brackets along the side of the mine workings. Low points 
in pipe lines, which would form "pockets "for the accumulation of 
entrained water, should be avoided, as they obstruct the passage 
of the air. In long pipe lines, where a uniform grade is im- 
practicable, provision may be made near the end for blowing out 
the water at intervals, when the air is to be used for pumps, 
hoists, or other stationarv' engines. 

For long lengths of piping expansion joints are required, par- 
ticularly when on the surface. Underground they are not often 
necessary, as the temperature is usually nearly constant, except in 
shafts, or elsewhere, where there may be considerable variations 
of temperature between summer and winter. 
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As each bend or elbow in ^ pipe line has a serious retarding 
effect, abrupt changes in direction and sharp curves should be 
avoided so far as possible. For the same diameter of pipe the 
resistance caused by a bend increases as the radius of the curve 
•diminishes, but the exact relation is not accurately known. In 
the absence of sufficient experimental data the following table is 
given, as published in the catalogue of the Norwalk Iron Works 
Co.: 



Table XVIII 



Radius of elbow in terms of 
diameter of Dioe 


5 


3 


2 


li 


li 


I 


i 


i 




Equivalent length of straight 
pip>e in terms of its diameter. . 


7.85 


8.24 


9-03 


10.36 


12.72 


17-51 


35-09 


121. 2 



It would appear that these allowances are none too large, 
since for steam piping the frictional resistance of each ordinary 
sharp right-angled elbow is considered equivalent to that due to 
a length of straight pipe equal to forty times its diameter. How- 
ever, in putting in wrought-iron air piping of the sizes customarily 
used the bends are not necessarily so sharp as a standard right- 
angled elbow. When many sharp bends are permitted, it is 
evident that the resistance may become very great. 

Under most conditions this diflBculty may be avoided by the 
exercise of proper care in the installation of the pipe lines. The 
matter should have special consideration in the stopes of mines 
timbered with square sets. As far as possible, the piping should 
be carried diagonally through the sets, bending the pipe itself 
whenever necessary, instead of using right-angled elbows. 



CHAPTER XVII 
COMPRESSED AIR ENGINES 



CoMPRFSSED air may be employed as a motive power in an 
engine in two ways, w's; al full pressure or expansively. By 
working at full pressure It is understood that the air is admitted to 
the cylinder throughout practically the entire length of stroke, i.e., 
without cut-off, and that therefore nearly a cylinderful of air at 
gauge pressure is exhausted at each stroke. In this case the work 
of the air engine is roughly similar to that done in anon-expansive- 
working steam engine. Among the machines which use air in 
this way are rock-drills and simple, direct-acting pumps, without 
rotary parts. 

By the term expansive-working it is meant that the air is 
admitted to the cylinder during only a part of the stroke, and is 
then cut off and thestroke completed by the expansive force of the 
air. For operating in this way some equalizing agent, such as the 
fly-wheel, is essential, and as a rule a higher initial pressure is 
employed than when working under full pressure throughout 
the stroke. It is necessary to distinguish between complete and 
partial or incomplete expansion. When the air is used with com- 
plete expansion ihe operation in the cylinder is the reverse of 
adiabatic compression in a compressor, the final pressure being 
equal to that of the atmosphere. But as no condensation is 
possible with air, it follows that the lowest terminal pressure in 
the cylinder must still be sufficiently above atmospheric pressure 
to produce a proper exhaust, and lo overcome the friction of the 
engine at the end of the stroke. Hence, theoretically complete 
expansion is impracticable for simple air engines of ordinary 
design. 

Most air engines work with partial or incomplete expansion. 
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the air expanding adiabatically in the latter part of the stroke. 
The point of cut-oflF is such that the terminal cylinder pressure 
exceeds the back-pressure by an amount suflBcient to cause a free 
exhaust. In the conditions here set forth, no reference is made 
to the thermal changes incident upon adiabatic expansion in the 
air cylinder. Although in principle compressed air is used like 
steam, both being elastic fluids, there is an essential difference in 
the results obtained, due to the reduction in temperature. In ex- 
panding behind the piston, a given volume of compressed air at 
a given pressure will not produce the same amount of power as 
steam under the same conditions. If two curves be constructed, 
representing the expansion of equal volumes of air and steam, from 
the same initial pressure down to pressures below that of the 
atmosphere, it will be seen that the steam pressure at all points 
of the stroke is considerably higher than the air pressure; and 
the expansion curve of Ihe air reaches the atmospheric line much 
sooner than the steam curve. 

Fig. 89 shows an ideal card, in which the initial pressure is 
75 lbs., and the cut-oflF is at ^ stroke. The adiabatic expansion 
curve of the air shows that the pressure is reduced to zero gauge 
pressure when the air has expanded to 3f times the initial volume, 
the mean effective pressure being 18.9 lbs. At the end of the 
stroke the pressure falls to 7 lbs. below atmospheric pressure. 
The steam curve, on the other hand, does not cut the atmospheric 
line until the expansion reaches 4^ times the initial volume, and 
the mean effective pressure is 25.2 lbs. The lower mean pressure 
of the air is due to the development of cold during its expansion. 
The operation is the reverse of compression, and the resulting loss 
of motive power is analogous to the loss of work in the compressor 
caused by the generation of heat. Just as the heat of com- 
pression reacts upon the air while being compressed in the cylin- 
der, and produces a higher tension than that due to the mere 
reduction in volume; so conversely, when expansion takes place, 
the air, which is usually at normal atmospheric temperature on 
entering the cylinder, rapidly gives up its sensible heat, and the 
cold reacting upon the expanding air reduces its pressure faster 
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Fig. 89. — ExpanskiD Curves of Steam and Air. 
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than that which is due to the increase in volume alone. More- 
over, this behavior of compressed air is independent of the initial 
temperature, since the resulting expansion curve would be unal- 
tered. In the case of steam the initial temperature is high, and 
is reduced but little during expansion from ordinary working 
pressures down to atmospheric pressure. 

A similar comparison may be made for other initial pressures 
and ratios of cut-oflF. In every case the mean eflFective pressure 
is higher for steam than for air. It follows that, to develop the 
same amount of power in a given cylinder and with the same 
initial pressure, the cut-oflF must be later in the stroke with air 
than with steam. 

So low are the temperatures produced by the expansion of air, 
from ordinary working pressures of sixty or seventy pounds down 
to atmospheric pressure, that for a long time the expansive use of 
compressed air was considered impracticable. In Table XIX 
are given the theoretical final temperatures of the exhaust air, in 
working with complete expansion, and also at full pressure 
throughout the stroke, for diflFerent ratios of initial to final press- 
ure, together with the theoretical efl&ciencies. The initial tem- 
perature is taken as 68° F.* 

Table XIX 



Ratio of 


Working With Complete Ex- 
pansion. 


Working at Full Pressure. 


Initial to 








Final Press- 










ure. 


Final Tempera- 


Theoretical Eflfi- 


Final Tempera- 


Theoretical Effi- 




ture. Degrees Fah. 


aency. 


ture. Degrees Fah. 


aency. 


2 


— 28.2 


■855 


-8.4 


.82 


3 


- 76. 


.806 


—34.5 


.72 


4 


— 106.6 


.782 


—45-7 


.67 


5 


—128.2 


.768 


54.4 


.63 


6 


144.4 


.758 


-59.8 


.60 


7 


-158.8 


.751 


—63.4 


-57 


8 


—170.8 


.746 


—66.1 


.55 


9 


—180.6 


.742 


—68. 


-53 


lO 


—189.2 


.739 


—69.7 


-51 



* M. Mallard, ** Etude Th^r^tique sur les Machines k Air Comprim^," p. 27. 
Robert Zahner, " Transmission of Power by Compressed Air,'* p. 100. 
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In the table it is shown that by working at full pressure 
extremely low temperatures of exhaust are avoided; but the 
efficiency of this method of using compressed air is necessarily 
much below that obtained from expansive working. It is under- 
stood that the temperatures here given are theoretical and are 
never actually reached in practice. The cold produced is modi- 
fied by se\'eral causes : fi) Some heat is transmitted from the ex- 
ternal atmosphere through the cylinder walls; (2) the rc-com- 
prcssion of the clearance air at each stroke produces heat in the 
cylinder, to a degree thai increases with the initial pressure and 
the ckarance volume; and (3) the presence of even a small quan- 
tity of moisture in the air tends in some degree lo raise the 
cylinder temperature. 

A few brief notes will here be given concerning the elements 
of the operation of compressed-air engines, that may be con- 
sidered more or less applicable for ordinary service, viz : working 
al full pressure, with partial expansion, or with complete expan- 
sion. Isothermal expansion may be neglected, since it involves 
the application of a sufficient degree of external heat to the air 
while doing its work in the cylinder to produce a terminal tem- 
peralure efjual lo the initial temperature. 

I. Working at Full Pressure. This mode of using com- 
pressed air is common for engines like pumps, operating under a 
constant resistance and not provided with fly-wheels: 
Let P' = the absolute initial pressure of the air. 

V =lhe initial volume of air, al the pressure P', or K times 

the volume of one pound of air used per unit of lime, 

-T'=the absolute initial temperature of the compressed air. 

T =the absolute final temperature of ihc air at exhaust, on 

expanding to atmospheric pressure. 
P = pressure of the air at exhaust. 
W = foot-pounds of work done. 
From the theory of compressed air: 

, where 



-52- 



■J i 



Joule's heat unit, and C^ and C^ arc the specific heats of air at 
constant pressure and constant volume. 



w 
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As no work is done by the expansive force of the air originally 
produced by compression, W equals the volume of air used, V, 
multiplied by the difference between P' and P, or: W= V'(P'— P). 

KRT' 
Substituting for V its value, — 57— , as obtained from: P' V 

= KRT', 

^(P'-P).KRT'(i-^) 

P \ 

Giving R its value, 52.96: W = 52.96 KT' (i — —J 

2. Working with Partial Expansion. The advantages of 
using compressed air in this way may be obtained from engines 
possessing fly-wheels, provided that the cut-off be not too early in 
the stroke to avoid excessive reduction of cylinder temperature, 
or else that the air be reheated before entering the cylinder. 

In this case the values of P', V, and T' are as above. From 
the point of cut-off the air expands adiabatically down to a ter- 
minal pressure of P" and volume V", the final temperature in the 
cylinder falling to T". On exhausting, the pressure, volume, and 
temperature become P, V, and T. The work done is composed 
of three parts, viz : 

W' = work between the point of admission and the point of 

cut-off = P' v. 
W"= work performed by expansion of the volume V from the 

point of cut-off to the end of the stroke = 772 KC^ 

(T'-T"). 
W'" = negative work due to back-pressure = — P V". 

Taking the algebraic sum of these three quantities : 
W = F V'-f 772 K C^ (T'-T")-P V" 

But, as under (i): V - , and V^'- , 

Substituting these values of V and V", and for R and C^ 
their numerical values of 52.96 and 0.1689: 

W=k[52.96T'+i3o.4 (T'-T")- 52.96 T (p)] 
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3. WorUng with Complete Expansion. Id the theoretical 
card, Fig. 90, is shown the relations of the compression and ex- 
pansion lines, the shaded portion representing the useful work 
done by the complete expansion of cold air in a motor cylinder. 




When the expansion is adiabatic, the same relations exist between 
pressures, volumes, and temperatures as were set forth in the dis- 
cussion of adiabatic compression, viz : 

The theoretical work done by complete adiabatic expansion 
may be expressed by a formula similar to that employed for com- 
pression, but with an inversion of certain of the quantities, thus: 

W I-Pv[i-(|;)V], in which 

W— the theoretical foot-pounds of work done by the expao- 
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sion to atmospheric pressure of i pound (13.1 cu. ft.) of free air. 
Substituting the values of the constants, and for working at sea- 
level : 

W = 3.463 X 144 X 14-7 X 13.1X 

[,-(y?n.,.,o,,[.-(ity-] 

For example, if P' be 40 lbs. gauge pressure: 

W=96,o29 I — ( — —) =30,440 ft. lbs., or 2,323 ft. lbs. 

^ ^54-7^ -* 

per cu. ft. of free air. 

Actual Work Done. In the above expressions no account is 
taken of the friction of moving parts of the motor engine, nor loss 
of work caused by leakage. In determining the actual work, the 
general case will be where a cut-ofiF is employed. The relations 
between initial and terminal pressures and temperatures, for 
different ratios of expansion in a motor-engine cylinder, are 
shown in Table XX,* the points of cut-ofiF, in tenths of the cylin- 
der stroke, being given in the first column . 

The quantities in Table XX must be further corrected for 
piston clearance and the lost volume represented by the air ports 
and passages of the cylinder, because part of the air expands into 
these clearance spaces. Therefore, the actual efifect of the cut- 
off, in any given case, is found by dividing the sum of the cut-ofiF 
plus clearance, by the cylinder volume plus clearance. For ex- 
ample, if the stroke be 10, with a cut-oflF of y^^^, and clearance of 6 
per cent., the actual volume of the cylinder, including clearance, 
will be: (loX .06) -j- 10 = 10.6. Then the ratio of actual cut-ofiF, 
plus clearance, is 4 -I- .6 = 4.6, and the working cut-ofiF becomes 
4.6 -5- 1 0.6 = 0.434. In th is way Table XXI has been constructed , 
for use in connection with Table XX. It shows the actual cut- 
oflF corresponding to the difiFerent nominal points of cut-oflF, for 
the percentages of piston clearance named at the top of the col- 
umns. 

* This table, as well as Table XXI, is taken in part from those used by Gardner 
D. Hiscox, in "Compressed Air, its Production, Uses and Application," 1901, p. 
202. 
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Table XX 
Theobetical Ratios of Pressures and Teuperatubes Due 
TO THE Expansion of CoypRESSED Air in a Motor 
Cylinder. 
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Table XXI 

Excess of Cut-off Due to Percentage of Clearance for 

THE Nominal Cut-offs in Column i. 
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The theoretical terminal cylinder pressure resulting from 
adiabatic expansion may be expressed by: 

P I 

•p^r-rz — P, in which C = ratio of expansion = — ; -z ■=' 

C* ^ point of cut-oflf 

(see colunm 2, Table XX). 

For example, for a cut-off at — stroke and 65 lbs. gauge press- 

10 

ure, the terminal pressure (above atmospheric pressure) will be: 

^l±^ - 14.7 = 7-2 lbs. 

The volume corresponding to the nominal cut-ofiF is increased 
by the clearance, and adds to the mean pressure. Thus, in the 
above example, assuming the clearance to be 6 per cent., the actual 
cut-off (Table XXI) is increased from 0.4 to 0.434, of which the 

ratio, C, is = 2.3. From Table XX, ccdumn 7, the ratio of 

.434 

initial to terminal pressure, corresponding to the actual cut-off 

of 0.434, is (by interpolation) .31; whence: (79.7X0.31) — 14.7 = 

10 lbs. terminal pressure. 

Cylinder Volume Required for a Given Power. The work per 
stroke is found by dividing the foot-pounds of work to be done 
per minute by twice the number of revolutions of the engine 
(which would be determined for any given size of engine by 
the ordinary empiric rules of practice). This is substituted, with 
the initial and final pressures, in the formula for working with 
full pressure, partial or complete expansion, as the case may be, 
which is then solved for the initial volume, V, of compressed 
air used per stroke. To the theoretical cylinder volume thus 
found, the allowance for piston clearance is added, according to 
the type of engine. The proper proportion between stroke and 
diameter of cylinder is finally determined. 

The volume of free air per minute, required for an air engine, 
per indicated horse-power and for different ratios of cut-off, are 
shown in Table XXII, by F. C. Weber.* The figures given in 

* Compressed Air^ Oct., 1896, p. 117. 
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this table do not include the volume corresponding to piston 
clearance which may be found as already shown. 

Table XXII 
Cubic Feet of Firee Air per Minute Used in Motor Engine, 

Per I. H.-P. 
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In this table the air is supposed to be used without reheating, 
and at an initial temperature of 60® F. Reheating will reduce the 

T 
volume of air proportionally to the ratio =r, where T, = 459° -h 60® 

As 
= 519® F., or absolute temperature; and T« = 459® plus the tem- 
perature of the reheated air on entering the motor cylinder. 
Thus, if the air be reheated to 200° F., the above ratio becomes 

5-^ = 0.787, by which decimal the volume of air as found in 
659° ^ ^ 

the table must be multiplied. 

So far as mine service is concerned, it has been customary 
to consider compressed air almost exclusively as an agent for the 
operation of rock-drills, and in view of its preponderating applica- 
tion to this use its adaptability under proper conditions to the 
driving of other machines and engines is sometimes overlooked. 
Of late years, however, with improved methods of compression 
and reheating, attention has been given to employing compressed 
air for a greater variety of service; not only underground, but 
for certain portions of the surface plant of mines as well. 
Aside from cases where the disposal of exhaust steam would be 
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troublesome, the question is largely one of comparative loss in 
transmission and the power cost of the air. 

Although not strictly in place in this chapter, reference may 
be made to what has been called the "two-pipe system" or 
"high-range compressed-air transmission," introduced some 
years ago by Charles Cummings.* 

The machine or engine using the air makes in effect a closed 
circuit with the compressor. After the air has done its work in 
the motor cylinder, it is returned to the compressor at the pressure 
of the exhaust, through a second line of piping. The return pipe 
connects with a closed chamber at the compressor, in which the 
inlet valves are placed, thus enabling the compressor to begin its 
stroke with the cylinder filled under a considerable initial pressure. 
Then, after raising the pressure to the original point, the com- 
pressor delivers the air into the main, to be used again by the air 
engine. The actual working pressure of the air engine is, there- 
fore, the difference between the pressures in the delivery and 
return pipes. Barring leakage, the same air is thus used over and 
over, the intention being that the compressor shall put back into 
the air kept in circulation the power expended in the motor 
engine cylinder. 

Though the compressor itself is not materially different from 
the ordinary forms, the two-pipe system requires a rather com- 
plicated arrangement of piping and valves for charging the 
apparatus with air at the working pressure adopted, and for 
governing the speed and output according to the rate of con- 
sumption of air.f The advantages of the system are: a higher 
efficiency than is obtained from moderate-size compressors of the 
usual types, and less trouble from freezing at the motor engine 
by reason of the relative dryness of the air due to its higher 
tiension. The eflSciency increases with the pressure employed. 
In using compressed air without reheating the two- pipe system 

* Patent No. 456,941 was issued to Mr. Cummings in 1891. 
t A detailed illustrated description is given by Frank Richards in American 
Machinisif April 28th, 1898, p. 23. See also Compressed Air Magazine, Oct., 
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is superior in principle to the ordinary mode of operating com- 
pressed-air plant. Bui because of the greater first cost its ad- 
vantages disappear when reheating can be adopted, and the 
single-pipe system is then found to be preferable. 

The two-pipe system is best suited for machines working 
at full pressure throughout the stroke, such as machine drills or 
simple, direct-acting pumps. When the motor works expan- 
sively the pulsations become objectionable, as a regular flow of 
air is not maintained in the return pipe. Under these con- 
ditions the inertia and friction of high-pressure air in long pipe 
lines becomes noticeable and disadvantageous. 

As the length of air pipe required for this system is doubled, 
not only may the first cost of the pipe go far toward offsetting the 
greater efficiency but, with at least twice as many joints in the 
pipe lines, the chances of loss from leakage are increased. And 
if very high pressures be used (pressures of several hundred 
pounds have been proposed), not only must the piping itself be 
heavier and more expeasive, but the proportionate power loss 
from leakage is greater. For moderate distances, however, and 
when working at full pressure under the proper conditions, the 
foregoing disadvantages may be more than counterbalanced by 
the superior efficiency of the system. Though not yet in general 
use, the two-pipe system is said to have given satisfaction at sev- 
eral mines in New Mexico, Colorado, and California,* and has 
recently (1905) been proposed for use in the Johannesburg golddis- 
trict. Some prominence is here given to the system because of 
its novel features and the probability that it may be found use- 
ful, if its disadvantages can be overcome. Reference may be 
made to a paper by H, C. Behr, published in 1905 in the Transac- 
lions 0} the Mechanical Engineers' Association 0} the Wilwalers- 
rand, in which the Cummings system is treated at length, with a 
discussion of its advantages as applied to compressed-air-driven 
pumps. 

•A. E. Chodzko, A/mfern Maihiaery {Chicago), Jan., 1899, p. 11. 



CHAPTER XVIII 

FREEZING OF MOISTURE DEPOSITED FROM COM- 

PRESSED AIR 

Reference has been made in a former chapter to the trouble 
sometimes caused by the congelation of the moisture carried 
in compressed air when deposited in the transmission pipes or in 
the ports and exhaust passages of the machine using the air. 
The presence of moisture in compressed air must be accepted as 
an unavoidable condition. Existing in the atmosphere at all 
times in greater or less quantity, when air is compressed the 
moisture is carried with it. A part of the water is deposited in 
the air receiver, but a considerable quantity still remains and will 
be brought into evidence when the proper conditions occur. 

The capacity of air for moisture depends primarily upon its 
temperature. Under ordinary atmospheric conditions i,ooo 
cubic feet of air contain about one pound of water. When its 
volume is reduced in the compressor cylinder, the increase of 
heat which takes place augments its moisture-carrying capacity. 
Any subsequent decrease in temperature reduces this capacity, 
and if the air be saturated the excess of moisture is deposited. 
Volume for volume, the capacity of air for moisture is independ- 
ent of its pressure or density. That is, at the same temperature, 
a cubic foot of air at atmospheric pressure will hold in suspension 
the same weight of water as a cubic foot at loo pounds pressure. 
But this must not be misunderstood. If a certain volume of 
moist atmospheric air be compressed isothermally, say to iV 
of its original volume, its water capacity is also reduced to -nr* and 
1^ of the water originally present in the air is deposited. There- 
fore, while the capacity for carrying moisture of a given vol- 
ume of air varies with the temperature, it must change also with 
any increase or decrease of pressure which changes its volume. 

220 
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Causes of Freezing. Cerlain conditions are required to cause 
freezing of compressed air: deposited moisture must be present, 
and it must be subjected to a temperature below the freezing- 
point. So long as the temperature does not fall low enough, the 
presence of moisture can do no harm. Although one of the 
recognized functions of the air receiver is to permit the deposition 
of water before the air passes into the pipes, still, unless the re- 
ceiver be extremely large, the air leaves it warm — usually even 
quite hot — and therefore carries with it considerable moisture. 
In the case of wet compressors, unless liberal sprays are used lo 
attain effective cooling, the air is apt to contain more moisture 
than that from dry compressors. A well-designed injection com- 
pressor, however, not too small for its work and therefore running 
at a moderate speed, will deliver cool air which will not give 
trouble from freezing. The air having attained nearly normal 
temperature before entering the pipe line, its moist urc-carr}ing 
capacity undergoes but little further reduction while passing 
through the pipe, and only a small amount of additional de- 
position takes place. With dr)' compression the percentage of 
humidity of the intake air, and the temperature at discharge, 
determine the quantity of water carried out of the cylinder. The 
humidity, in turn, varies with the weather. Changes in the 
weather may quickly be followed by variations in the quantity 
of moisture deposited in the receiver and pipe-line. When the 
air is finally expanded in doing its work in the air engine, intense 
cold is produced as the pressure falls, and the latent heat of 
compression is absorbed. It is here that the moisture carried 
with the air into the pipes makes its appearance as frost and 
causes trouble, Water>' vapor itself, depositing a light, snow- 
like frost, does not tend to clog the air passages and ports as 
much as entrained water in a finely divided state, which will 
gradually form accumulations of solid ice and choke the exhaust 
wholly or in part. 

Prevention of Freezing. The difficulties which may arise 
from iheconditions just outlined arc apt to be exaggerated. That 
freezing not infrequently occurs is true, but with a properly 
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designed and arranged plant it may easily be avoided. Two 
things require attention : firsts the air should be caused to drop its 
moisture as completely as possible before entering the main; 
secondy provision should be made for draining off what deposited 
moisture remains in the pipe-line, before the air passes to the 
machine in which it is to be used. Although this is a simple 
matter, the means for accomplishing it are often neglected. Con- 
siderable quantities of water may collect in low places in the 
pipe-line and, if not blown out at intervals, will be carried into the 
ports, cylinder, and exhaust passage of the air machine and there 
freeze. 

Granting that the air leaves the receiver near the compressor 
practically saturated and still warm, it is evident that a great 
improvement in working conditions may be realized by intro- 
ducing a second receiver as close as possible to the machines 
using the air. In mining the second receiver is, of course, placed 
underground.* Before reaching it, the temperature of the air 
will have become normal, and the entrained moisture from the 
pipe-line may readily be trapped and drawn off. It may be re- 
marked that automatic water-traps are preferable to valves or 
cocks for getting rid of the water. As a rule, when the com- 
pressed air is to be used expansively, a special aftercooler should 
be introduced, placed as close as possible to the compressor. In 
any case, the receiver should be of ample size to insure the de- 
position of the moisture. The advantages of reheating the air 
before use will be taken up later. 

Influence upon Freezing of High Pressures in Transmission. 
The statements made in the first part of this chapter suggest an 
important consideration, viz: in transmitting power by air at a 
high pressure there is less liability to trouble from freezing than 
when low pressures are employed, provided that the length of 
pipe-line is sufficient to allow the air to be completely cooled and 
drained of its water while still under high pressure. At a low 
pressure a greater volume of air is required to furnish a given 
amount of power than when at a high pressure. More moisture 

* See latter part of Chapter XI. 
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must, therefore, be dealt with, and at the low pressure it cannot 
be SO thoroughly separated before the air is used. Suppose the 
transmission to be at a high pressure, and through a pipe long 
enough to allow the air to reach normal temperature. If the 
deposited moisture be drained away while the air is at its maxi- 
mum pressure; then, if the air be subsequently expanded down 
to a lower pressure suitable for working (with a corresponding 
increase of volume) and allowed to regain its normal tempera- 
ture, the percentage of moisture will be reduced, so that the air 
may be relatively very dry. When finally used in the air engine 
there will not be enough moisture present to cause troublesome 
freezing. 

Deposition of Moisture by Reduciim Pressure. Still another 
mode of minimizing trouble from freezing is to reduce the press- 
ure of the air before it enters the cylinder of the air engine. The 
means by which this is accomplished and the results obtained 
may be illustrated by an example. 

At Ihc Dmmmond Collier)', Nova Scotia, for running an 
underground pump by compressed air two receivers are used, one 
near the pump, and another 300 fl. farther back on the pipe- 
line. The air pressure in the main from the surface is 85 lbs., 
and as the proportions of the cylinders of this particular pump 
arc such that so high a pressure was unnecessary a reducing valve 
was put in the pipe just before reaching the first receiver. By 
this valve the air is wire-drawn to reduce the pressure to forty- 
five pounds, which results in a deposition of nearly one-half the 
entrained water, in addition to that already deposited in the 
pipes. It is found that more moisture collects in the first than 
in the second receiver, and by this device the serious difficulty 
previously encountered from freezing at the pump has been en- 
tirely overcome.* The temperature lost by the reduction of 
pressure to forty-five pounds is regained before the air reaches 
the pump. 

• This intonnation has been kindly fumUhrd by Charles Fergie. auprrin- 
If ndcnt of the Dnimmnnd Collicrr, Sec alao Mr, Fergie's article on the subject, in 
TransacliaMS CaniKlian Mining Insl., i8g6, of which an abstrscl was published to 
the Colliery Guanliaa, October 30th, 1896, p. 811, 
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Protection of Surface Piping. What precedes refers only to 
the freezing produced by internal reduction of temperature, acting 
on the moisture carried in the air. In using compressed air, even 
for mining purposes, it often becomes necessary to carry lines of 
air pipe considerable distances on the surface. To prevent con- 
densation and freezing of the moisture in winter by external cold, 
all surface piping must be protected. If exposed to temperatures 
below the freezing-point, the inside of the pipe will become 
coated with ice and its efifective cross-section reduced. A serious 
diminution of area may thus be caused at low points in the pipe- 
line, where water tends to collect ; or the pipe may even be frozen 
solid in such places by the gradual accumulation of ice. Under- 
ground the temperature is rarely, if ever, low enough to render 
any protection necessary, except in cold, down-cast shafts, or in 
tunnels in which there is a strong inward draught. 

Some time ago, at one of the Butte copper mines, a simple and 
inexpensive device was employed to prevent the freezing of mois- 
ture in a long line of surface piping. The air main of a large 
compressor plant was carried on the surface some hundreds of 
feet before reaching the shaft. During the winter months it was 
at times difficult to get sufficient air pressure in the mine because 
of the partial choking up of the pipe. As the volume of com- 
pressed air was too large to be dealt with by the ordinary receiver, 
a series of old tubular boilers were placed close to the compressor 
house. The hot air, at eighty pounds gauge pressure, in passing 
through these boilers, from one to another, was cooled down 
practically to atmospheric temperature and as a consequence a 
large part of its moisture was deposited. It was found that dis- 
carded tubular boilers, when strong enough, were well suited to 
this purpose, because of the large surface presented to the cold 
outside air; especially when they are set horizontally, so that there 
is a free circulation of air through the tubes. A blower might 
be used for the same purpose in a warm climate, or the boilers 
submerged in cold water. This effectual remedy is worthy of 
adoption where the conditions are similar. 



CHAPTER XIX 
REHEATING COMPRESSED AIR 

After the warm compressed air leaves the compressor and 
receiver on its journey through the transmission line its tem- 
perature is quickly reduced to that of the surrounding atmosphere. 
The loss thus suffered could be prevented only by using the air 
immediately and before it has time to cool. But this is never 
possible in mining practice. It would be unreasonable to pro- 
duce compressed air for use close to the compressor, because of the 
loss that inevitably ensues whenever power is converted from one 
form into another. The principal object in compressing air is 
to convert the power into a convenient form for transmission to a 
distance. The facility with which the heat of compression is 
given up, however, suggests that a gain may beefifected by reheat- 
ing the compressed air when it reaches the place where it is to 
be utilized. 

The process is a simple one, and by such reheating an ad- 
ditional volume of air is obtained at a much lower power cost than 
if it were produced in the compressor itself. This may be shown 
by comparing the number of heat units required to produce a 
given volume of air at a given pressure in a compressor cylinder, 
with the heat units required to accomplish the same result by 
causing the air to expand through the direct application of heat. 
Herein is the ultimate basis of comparison for determining the 
useful effect of reheating. 

Appliances for, and Results of Reheating. A number of 
methods of reheating have been actually used or proposed, the 
most important of which are as follows : (i ) The air to be heated 
is passed through a cast-iron chamber or coil of pipe, exposed to a 
fire or current of hot gases or steam; (2) heat may be added 
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within the body of air itself, such as by the combustion of fuel, the 
injection of steam or hot water, or the placing in the air pipe of an 
electric-resistance coil. 

The method most frequently employed is the one first named ; 
it is preferable from a mechanical standpoint and is the most 
efficient. Those appliances in which internal combustion is 
adopted, or in which hot water or steam is the heating agent, are 
less satisfactory in practical operation, but are useful where the 
burning of fuel is not admissible. 

The following calculation,* showing the results theoretically 
obtainable by reheating, presents the matter in concise form: 

Weight of I cu. ft. of steam, at 75 lbs. gauge = 0.2089 lb. 

Total heat units in i lb. of steam, at 75 lbs., produced from 
water at 60° F. = 1151. 

Total heat units in i cu. ft. of steam at 75 lbs. = ii5iX 
0.2089 = 240.44. 

To produce by compression in a steam-actuated air com- 
pressor I cu. ft. of compressed air at 75 lbs. gauge and 60° F., 
about 2 cu. ft. of steam at the same pressure are required, f 
making the thermal cost of i cu. ft. of compressed air, at the 
above temperature and pressure, 240.44X2=480.88 heat units. 
The air is here supposed to have lost its heat of compression by 
being stored or transmitted to a distance, so that the 480.44 heat 
units represent its cost at the motor where it is to be used. 

The result of reheating may now be stated : 

Weight of I cu. ft. of compressed air at 75 lbs. and 60*^ F. 
= 0.456 lb. 

Units of heat required to double the volume of i lb. of free 
air at 60° F. = 123.84. 

Units of heat required to double the volume of i cu. ft. of 
compressed air at the same temperature and pressure = 123.84 X 
0.456 = 56.47. 

Comparing the thermal cost of i cu. ft. of air compressed 
in a cylinder with that of i cu. ft. obtained by reheating: 

* Frank Richards, " Compressed Air," p. 158. 

t That is, the efficiency of the compressor is assumed to be fifty per cent 
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480.88 : 56.47 : : I : 0.1174 
that is, the cost in heat units of Ihe volume of air produced by 
reheating is less than ^ of that required to produce the same 
volume by compression. 

It is not to be expected that the theoretical result here set 
forth can be attained in practice. To effect such a saving a very 
perfect form of reheater would have to be employed, and the air 
after reheating pass directly into the cylinder of the engine. A 
farther conveyance of the air in pipes for even a very short dis- 
tance rapidly lowers its temperature and therefore its pressure. 

Temperatures Employed in Reheating. At a constant press- 
ure the volume of air is proportional to its absolute temperature, 
or 459* F. plus the sensible temperature above the zero point, as 
read on the thermometer. The absolute temperature of air at 
70° F, is 459 -f 70 = 529°. In doubling ihe volume by the appli- 
cation of heat the absolute temperature becomes 1058°, and 1058 
— 459 = 599°. which is the corresponding sensible or thermo- 
metric temperature. But this temperature is greatly reduced 
by the time the air reaches the motor cylinder, and still more 
heat is lost in the cylinder before its work is done. To reheat the 
air to a temperature which would really double its volume in the 
motor cylinder itself would involve a temperature in the reheater 
much higher than 599°. But such high temperatures cannot be 
employed, because they would render impossible the proper 
lubrication of the cylinder. If the temperature be raised by Ihe 
reheater l04oo°F. a loss of,say, 100° should be allowed for cooling 
before the air is actually used. The absolute cylinder tempera- 
ture is then 300 + 459 = 759°, and the corresponding added volume 
of compressed air practically available is found by the proportion: 

529 :759 ::i : 1.43 + 
Thai is, there has been an effective increase of about 43 
per cent, in the volume of compressed air by heating in the 
reheater lo 400°, It is improbable that a higher temperature 
would be desirable in the motor cylinder, or that any material 
further increase in economy could be realized in the operation of a 
J-air motor. In actual practice the gain derived from 
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reheating is usually considerably less than is here shown. For 
air engines taking air at nearly full stroke, such as machine- 
drills and small, single-cylinder pumps, the increase of work 
ranges from, say, thirty to thirty-five per cent., without deducting 
the cost of the fuel used in the reheater. A higher efficiency is 
shown for expansive-working engines. 

For some purposes the determination as to the quantity of 
heat to be imparted in reheating is based on the temperature at 
which the air leaves the compressor cylinder, the idea being to 
recover the heat subsequently lost in cooling. Suppose, for ex- 
ample, that the compression is practically adiabatic, as is usually 
the case in single-stage dry compressors. Taking as the unit i 
lb. of air, or 13.2 cu. ft., at a temperature of 65° F., and com- 
pressing to 70 lbs. gauge, the heat of compression * is: 

T-=t(E)"-.6,..459=('-^')"' 

= 869° absolute temperature, and the final thermometric tem- 
perature is, 869° — ^459° =410° F. The rise in temperature due 
to compression is therefore : 

4io°-^5° = 34S°F. 

If the compressed air be subsequently cooled to 65°, its volume 

u ^ i4>7Xi3 »2 

becomes: — ==2.29 cu. ft. 

84.7 

In using this air without reheating and non-expansively, in a 
machine such as a rock-drill, having, say, 10 per cent, clearance, 
the work done is 
W = (2.29X144X84.7X0.9) — (2. 29 X 144 X 14.7) = 20290 ft. lbs. 

But if the air be reheated to the final temperature of compression 
(345° F.), the work is: 

o/: o 

W' = — ^X 20290 = 33478 ft. lbs., and the work gained by 
524 

reheating is therefore: 

33478 — 20290 = 13188 ft. lbs, or 39 per cent. 
The thermal cost of reheating this air will be: 345^X0.2375 

♦ See Chapter X 
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(specific heat of air at constant pressure) = 81.9 thermal units 
(B. T. U.), which are equivalent to 81.9X772 = 63226 ft. lbs. of 
work. 

Hence the efficiency of reheating in this case is : 

63a; 

In a series of experiments carried out in connection with the 
large plant of the Paris Compressed -.\ir Company, and using an 
improved form of reheater, the expenditure of coke in the heater, 
for one added horse-power per hour, was only 0.2 pound, which is 
say about one-eighth of the fuel consumption of large compressors 
of the best make, with compound steam cylinders. But with 
this particular plant the above very low fuel consumption in the 
heater was probably greatly exceeded. 

A working lest, conducted by Prof. Alex. B. W. Kennedy, 
on a reheater supplying air for a small motor, gave the following 
results: The air was reheated to 315° F., with a consumption of 
about 0.39 lb. coke per indicated horse-power per hour, pro- 
ducing an increase of about 42 per cent, in the volume of the 
air, and, if the indicated efficiency had remained the same as 
during the trials with cold air, there should have been a decrease 

of air consumption in Ihc ratio — =0.70. The volume of cold 

air used (admission temperature, 83° F.) was 890 cu. ft. per 
horsepower per hour; the volume when reheated was 665 cu. 
ft., or 75 per cent.; so that the full economy resulting from 
TCheating was nearly realized. In this connection Professor 
Kennedy says: "I do not doubt that the stoking of the heater dur- 
ing my experiment wa.s much more careful than it would be in 
ordinary practice, although, on the other hand, it would not be 
difficult to design a more economical stove. If, however, the coal 
consumption were even doubled, it would only amount to 72 
lbs. per (lay of 9 hours for 10 indicated horse-power, the value 
of which might be 6d. or 7d. The air saved per day under the 
same circumstances would be over 20,000 cu. ft., the cost of 
which, at the high rate charged in Paris, would be 7s. 3d.' 
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A summary of the mean results obtained from two experiments 
on the above plant with cold, and two with reheated, air show:* 

1. With cold air. Incomplete expansion, wire-drawing, and 
other such causes, reduced the actual indicated horse-power of the 
motor from 0.50 to 0.39. 

2. By heating the air to about 320° F. the actual indicated 
horse-power at the motor was increased to 0.54. The ratio of 

gain due to reheating was therefore -^ — = 1.^8. 

0.39 

3. Deducting the value of about 0.39 lb. coke per indicated 
horse-power per hour, used in heating the air, the real indicated 
efficiency of the whole process becomes 0.47, instead of 0.54, and 



the ratio of gain is reduced to 



047 
0-39 



= 1.205. 



These carefully conducted experiments, though not made 
with a well-designed reheater, are valuable in proving that a sub- 
stantial net gain is obtained from reheating. Where reheating is 
employed in mine practice, however, the quantity of heat im- 
parted to the air is usually much less than that indicated above. 
Good results may be obtained by the application of even less than 
100° F. 

The results of some experiments by Riedler and Gutermuth, 
on the consumption of reheated air, by an ordinary single-cylin- 
der eighty -horse-power engine, are given in Table XXIII. f This 



Table XXIH 



Test. 


Temperature op Air. 


Consumption 

Free Air per 

H.-P. Hr. in 

Cubic Feet. 


Indicated 
Horse-Power. 


Efficiency. 


Admission. 


Discharge. 


I 
2 

3 

4 


264. 2® F. 

305-6 
320.0 

338.0 


69.8** F. 

84.4 

95.0 

120.2 


462.77 
431.09 
418.55 
432.12 


72.3 

72.3 

72.3 
65.0 


0.89 
.90 
.91 
.87 



♦ " Experiments upon the Transmission of Power by Compressed Air in Paris." 
Van Nostrand's Science Series, No. 106, p. 35. 
t Wm. Cawthome Unwin, ibid., p. 104. 



HEHEATIXC COMPRESSED AIR 



2.JI 



aigine, with Corliss valve gear, was originally designed and used 
s a steam engine, and no changes were made for adapting it to 
work with compressed air, except that the cylinder was jacketed 
by the hoi air on ils way to the valve chest. The initial pressure 
was 95.5 lbs. absolute and ihe temperature of the air in the re- 
healer did not exceed 3,18° F., at a coke consumption of 0.176 
lb. per horse-power hour. 

Construction and Operation of Reheaters. The reheater em- 
I ployed in ihe experiments referred to in the preceding section was 
I that in use some years ago in connection with the Paris plant. 
lit consisted of a double cylindrical box of cast-iron twenty-one 
r.inches diameter by thirty-three inches high, over all, enclosed in a 




Flc. Qi. — Lcyner Compressed Air Rchealer. 

■sheet -iron casing. The air under pressure traversed the annular 

ESpace between the inner and outer cylinders, being compelled by 

■!})a£3e- plates to circulate in such a manner as to come into con- 

■tact with the whole heating surface. The products of combustion, 

rom a coke fire in the inner cylinder, passed downward over the 
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exterior surface of the annular air chamber on their way to the 
chimney. A heater of this size served for a ten to twelve horse- 
power motor. 

In another form of reheater the air is passed through a coil 
of wrought-iron pipe, enclosed in a cylindrical casing. A large 
heating surface is thus obtained, but wrought-iron pipe is ob- 
jectionable because it bums out 
rapidly unless the fire is kept mod- 
erate. The conditions are materi- 
ally different from those to which 
boiler tubes are subjected, since the 
air tubing is denied the cooling 
effect of the water. Cast-iron coils, 
on the contrary, such as those of the 
Fic. 91.— Cast-iron Coils. Ley- Leyner reheater (Figs. 91 and 92), 
stand well. The U-shaped pipes 
are made in separate sections, bolted together as shown, with as- 
bestos packing in the joints. By varying the number of units 
any desired capacity can be obtained, and a broken or burned- 
out section is readily replaced. 

The Sergeant reheater (Fig. 93) consists of two concentric 
cast-iron shells, bolted together, one within the other, the joints 
being packed with asbestos gaskets. The inner chamber forms 
the top of the fire-box. In shape this reheater is a truncated 
cone, set on a cylindrical fire-box, the cold-air main being con- 
nected by a flange coupling at the top and the hot air discharged 
near the base. This heater measures 42 ins. outside diameter 
at the base by 54 ins. high, with a grate 19 ins. diameter. It 
is stated that 340 cu. ft. of free air per minute, at 40 lbs. pressure, 
can be heated to 360" F., with a gain of 30 to 35 per cent, in the 
energy developed. If more than 400 cu. ft. of free air per minute 
are to be reheated, 2 or more heaters of this size should be set in 
series, the air passing from one to another, allowing a maximum 
of 400 cu. ft. for each. 

Reheaters of the cast -iron -shell type, in which the inner and 
outer shells are subjected to considerable differences of temper- 
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alurc, and except when of small size the upper and lower ring 
joints between the shells are diflicult to keep tight.* In the 
Rand reheater (Fig, 94) the castings arc mort' complicated in 
shape, the air passing between them in a thin sheet, from the in- 
Ifl on the side to the discharge al the top of the central dome. To 
provide for expansion and contraction, ihf lower joint above the 




FtR. 03. — Sergcunl Rthealcr. 

fire-box is provided with a stuffing ring and ]»acking, shown in the 
cut. There is still a tendency to kakage, however, if the fire be 
very hot. 

The Sullivan rcheater (Fig. 95) is quite different in design 
from those described above, consisting essentially of a vertical 
coil of cast-iron piping, or hollow rings, cncasefl in double sheet- 
steel shells, the space between the latter being filled with asbestos. 
* Sibltv Journal 0} Engiiifrriiig, it»4, 
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Below is the grate and combustion chamber, the gases from which 
pass through the spaces between the air rings. To minimize 
leakage, the centers of the rings are joined by malleable- iron 
nipples, so that all expand and contract tc^ether. These heaters, 




Rand Rehealer. 



usually designed for burning coal, coke, or wood, are made in 
3 sizes, for 345 to 800 cu. ft. of free air per minute, having from 3 
to 7 rings, and measuring from 5 ft. 8 ins. to 7 ft. 6 ins. in height, 
by 33 ins. outside diameter. 

Internally fired reheaters — those in which the air is heated by 
direct contact with the fire — have hitherto been unsuccessful, 
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because dust and injurious products of combustion are carried 
by the air into the cylinder of ihe air motor. This iroublt.of 
course, docs not exist to the same extent when gasoline or other 
oils are used, instead of solid fuels, nor in the electric reheater, 
which, however, has thus far had 
but a limited application. 

A fault of most rcheaters as 
built at present is that there is no 
provision for regulating the heat ac- 
cording to the variation in con- 
sumption of air, such as is un- 
avoidable in applying reheating for 
machine drills, channellers in 
quarry work, hoisting engines, and 
other intermittently operating ma- 
chinery. This want of regulation 
evidently is not so important for 
constant-running engines, such as 
pumps. 

As the air chamber, of what- 
ever shape, in all of the externally 
heated or"dry" reheaters, forms in 
reality a part of the air main, 
reheating can increase the press- 
ure only in" a small degree. Its 
real effect is to increase the volume 
of air, which tends to back up 
in the main, reducing incidentally 
the velocity of flow and there- 
fore the loss of pressure due to friction. The reheater should 
always be placed as close as possible to the. machine using the air. 
This is readily done with stationary engines, like pumps or 
hoisting engines; and even in Ihe case of movable machines, like 
quarry channellers, the reheater may be set on the same carriage 
or bed-frame. If it be necessary, however, to convey the heated 
■ some distance, the temperature may be quite effectually 




Fig. 95- — Sullivan Rchealer. 
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maintained by covering the pipe with non-conducting material, 
as is done with steam piping. 

Sometimes when the air-engine cylinders are compounded, 
the exhaust from the high-pressure cylinder is passed through 
a second reheater before going to the low-pressure cylinder. A 
further benefit may be derived by injecting into the reheater a 
very small quantity of water. The specific heat of water is high 
as compared with the specific heat of air; also such part as is 
converted into steam gives up its latent heat in the motor-engine 
cylinder and prevents trouble from freezing, even when a high 
rate of expansion is employed. For the same reason, benefit 
may be derived from injecting a little warm, or even cold, water 
into the compressed-air feed-pipe of an air motor. Water used 
in this way acts incidentally as a mechanical scourer, in washing 
away accumulations of ice tending to form in the ports. 

It will be seen from the construction of reheaters that the 
calorific power of the fuel burned in them is not economically 
utilized. The flue loss i^ large for the same reasons that apply 
to the work of ordinary shell or tubular boilers. But the thermo- 
dynamic advantage gained is so considerable that the low 
efficiency of the reheater itself, in burning the small quantity 
of fuel required, becomes of secondary importance. 

Use of Reheaters for Underground Work. In the ordinary 
operations of mining the reheating of compressed air can have 
only a limited application. By far the most important use of 
compressed air in mining is for operating machine drills. Up to 
the present time there are relatively few mines where it is em- 
ployed for any other purpose. But it is evident that for portable 
machines like rock-drills, continually being shifted from place to 
place underground, the use of reheaters in most cases is economic- 
ally out of the question. Not only would a number of them be 
necessary, but they would have to be moved about and kept close 
to the drills, to prevent the reheated iair from losing its heat and 
temporary increase of volume. 

For stationary engines, however, such as underground pumps, 
hoists, rope-haulage engines, etc., and wherever the reheater can 
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be placed permanently close to the air engine, reheating In mincsl 
may be successfully applied. The idea thai it is useful mainljrl 
in preventing the accumulation of ice in the exhaust ports and 
passages of the air engine is nol an uncommon one; but as a 
matter of fact the prevention of freezing is merely incidental to a 
decided gain in efficiency. In underground work it may be 
dillicult to arrange for burning fuel under a reheater, notwith- 
standing the smalt quantity required, because of the resulting 
vitiation of the mine atmosphere. Also, in gassy collieries re- 
heaters cannot well be used, though sometimes the products of 
combustion may be lumcd into an upcast ainvay, or even allowed 
to escape into the mine workings, when the heater is small and the ■ 
active circulation of large volumes of air is maintained. WTiere | 
the conditions underground are such that strong combuslio 
not allowable and only a small quantity of fuel can be burned in j 
the reheater, it will still be found that some advantage is obtain- 
able from air engines by a very slight added temperature — say, I 
only 25* to 50° F. In Ihis connection it may be noted that the | 
use of the internal electric reheater, already referred to, in which a 
resistance coil is placed in an enlarged section of the air main, 
does away with the difficulty of disposing of the products of com- 
bustion of fuel and would be especially useful in gassy collieries. 
Another mode of applying electric reheating is to wrap the resist- 
ance coils around a short length of the air pipe. 

At the North Star Mine, Grass Valley, Cal., the plan has been 
adopted of placing a reheater on the surface near the shaft mouth 
and carrying the compressed air underground by a pipe covered 
with non-conducting material. Fairly satisfactory results arethus 
obtainable, with the advantage of avoiding the burning of fuel i 
in the mine. But while some saving can be realized in this way ' 
for moderate distances — say of a few hundred feet — it would be 
economically out of the question for long transmission lines. 
This arrangement suggests the caution that non-conducting 
covering should always be used for the pipe from reheater to air 
engine, however short the distance. In a case on record,* where 1 
• Richards, AmerKan Machinist, Feb. i8lh, iSgs- 
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this distance was only 20 ft., but no pipe covering provided, the 
gain in power realized was only 12 per cent., though the absolute 
temperature of the air was increased at the reheater 38 per cent., 
with of course the same theoretical increase of volume. The 
air used for operating an underground pump at another Cali- 
fornia mine is reheated by steam conveyed from the surface. 
Steam may thus be used to greater advantage than if employed 
directly in the cylinder of a pump; for, in condensing, the la- 
tent heat otherwise lost is utilized in raising the temperature of 
the air and is so converted into work. All devices of this kind, 
however, must be classed as makeshifts. 

In recent years several mine plants have been erected at which 
compressed air has been used even for operating surface hoisting 
engines — ^for example, at the Lightner Mine, Calaveras Co., 
Cal. One of the units of a battery of boilers is adapted as a 
reheater. The compressed air passes from the receiver into a 
section of perforated pipe submerged just below the surface of the 
hot water in the boiler, and is thence led to the hoisting engine. 
By means of a large receiver capacity, quite satisfactory results 
are secured, notwithstanding the intermittent work of the engine. 

In connection with the method of reheating referred to above 
the results may be given of a number of experiments made by 
Prof. J. T. Nicholson, in reheating air from the Taylor Hy- 
draulic Air Compressor, at Magog, Ontario. The air was used in 
a 27-horse-power Corliss engine, at a pressure of 53 lbs. There 
were 5 tests, as follows: i. With cold air. 2. Reheating by 
means of steam injected into the air main before reaching the 
engine. 3. The compressed air was passed into a steam boiler, 
and heated by mixing with the water and steam. 4. The com- 
pressed air was blown upon the surface of the water in the boiler, 
and heated by mixing with the steam. 5. The air was passed 
through a tubular reheater, fired by coke. 

Without reheating, 850 cu. ft. of free air were used per in- 
dicated horse-power hour. By reheating in the boiler, a mix- 
ture of 10 to 15 lbs. of steam with the air reduced the consump- 
tion of air from 850 cu. ft. to 300 to 500 cu. ft., per indicated 
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horse-power hour. Thus, i added horse-power was obtained 
by wet heatingy at an expenditure of from i to 1.3 lbs. of coal 
per horse-power hour. 

By dry hecUing in the coke-fired reheater, the air was raised, 
to 287° F. At this temperature, 640 cu. ft. of free air were re- 
quired per horse-power hour, or 210CU. ft. less than with cold air,, 
the saving in the quantity of air being about 25 per cent. By 
burning in the reheater 47 lbs. coke per hour, ico horse- 
power in cold compressed air was raised to 133 horse- power, 
making an expenditure of 1.42 lbs. coke per hour for each added 
horse-power. These results indicate that the reheater used was 
not very efficient. But though the fuel consumption was much 
greater than in Professor Kennedy's test, previously described, 
it is still far lower than is attainable in the most efficient engine 
and boiler practice. 

In a paper by Clarence R. Weymouth, on "Reheating Com- 
pressed Air with Steam,"* a detailed discussion is given of the 
thermodynamics of this mode of procedure, with deductions as 
to its efficiency. The author considers the cases of injecting 
steam into the air main, and of passing the compressed air through 
a steam boiler, giving the results in tabulated form. 

♦ " Compressed Air Information." Edited by W. L. Saunders. 



CHAPTER XX 

COMPRESSED AIR ROCK-DRILLS 

It is not intended here to discuss in detail the different makes 
of compressed-air drills, nor the variations in their construction 
and operation. The aim is rather to consider the principles on 
which they work, together with questions as to their consumption 
and mode of using the compressed air. 

Though it is a well-known fact that compressed-air drills are 
uneconomical machines in consumption of power, it is difficult to 
reach definite conclusions as to their efficiency. The actual useful 
work — employing this term in its ordinary mechanical sense — done 
by a machine drill in making a hole of given depth and diameter in 
a rock of given hardness, toughness, and general physical character 
cannot be determined absolutely. All that is really known is that 
the drill requires a certain volume of air per minute, which has 
been furnished by the expenditure of a certain average indicated 
horse-power at the compressor. Comparative figures of work 
done, in terms of speed of drilling in a given rock and per cubic 
foot of free air consumed, are often published and are useful as 
far as they go. In fact, this is the only practical basis for estimat- 
ing their efficiency. But, even in this sense, the propriety of 
accepting the results obtained, as accurately representing the 
value and efficiency of machine drills as compared with various 
forms of air or steam engines, may well be questioned. 

In their operation rock-drills differ greatly from other com- 
pressed-air machines, because the personal element of the skill 
and experience of the drill-runner exerts so important an influence 
upon the amount of work accomplished, and because the rate of 
drilling is so greatly modified by the physical and mineralogical 
character of the rock, together with the purely adventitious occur- 
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rence of cracks, slips, and fissures. A skilful drill-r 
evilably do more work per shift, under the same conditions, than 
an inexperienced man, and he will make a faster rale of advance 
in a rock with which he is specially familiar than if called on 
lo operate a machine in rock that is new to him. 

Therefore, though mechanical efficiency, pure and simple, is 
the basis upon which machines in general are compared, in the 
case of compressed-air drills it is not the only consideration, 
nor is it the most important. Their efficiency of operation is 
subordinate to the attributes of strength, simplicity of construc- 
tion, portability, durability, ease, and readiness with which re- 
pairs may be made and capacity for work in terms of depth of 
hole drilled per unit of lime. They must be capable of with- 
standing hard and often unintelligent usage. The strong point 
of compressed-air drills is their ready applicability in the special 
and peculiar field of work for which they arc designed. In 
possessing a cylinder, piston, and valve, the drill roughly re- 
sembles a steam engine, but there the likeness ceases. Severe 
shock and vibration are essential accompaniments of its work. 
No fly-wheel is admissible, or other means of storing up and 
equalizing the power, and the ser\'ice demanded from the rock- 
drill is therefore totally different from thai performed by ordinary 
engines. 

The low theoretical efficiency of the compressed-air drill is 
due mainly to the fact thai air is admitted to the cylinder prac- 
tically throughout the full stroke. .\5 a consequence, the valve 
motion bears a strong resemblance to that of many of the single- 
cylinder, direct-acting pumps. Expansive use of the air to any 
extent is neither advisable nor practicable, both because of the 
undesirability of introducing complexity of mechanism in ma- 
chines subjected necessarily to rough usage and because of the 
difficulty of adapting cut-off gear to ihe variable length of stroke 
required. Owing lo Ihe nature of its work, the drill cannot be 
kept always at full stroke. While in operation il is often neces- 
sary to feed Ihe machine so far forward that the actual length of 
stroke may be little more than one inch, and the valve motion 
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must still be capable of reversing promptly. A sharp, quick 
reversal of the stroke is essential. The useful work is done on 
the forward stroke, in striking the blow. If the valve be thrown 
too soon, the stroke of the piston will be shortened; if too late, 
the piston may strike the cylinder head. For these reasons, it is 
impracticable with machine drills to attain the economy resulting 
in other air motors from using the air expansively. Incidentally, 
the use of air at full stroke is of some advantage, because, in ex- 
hausting at high pressure, the exhaust air issues from the port at 
a high velocity, and its force, combined with the development of 
some heat from friction, in a measure prevents troublesome ac- 
cumulation of ice, in case the air is moist. The freezing, if any, 
is at least confined to the exterior portion of the exhaust port, 
whence it is easily removed. 

Consumption of Air. By reason of the irregularity of the 
work of machine drilling, and the fact that in mining or other 
rock-excavation work a number of drills are always operated by 
the same compressor plant, few figures are available as to the 
actual air consumption of a single machine. Average figures, 
however, are the only really useful ones. It is customary to base 
the duty on the consumption of free air per minute, the quantity 
necessarily depending on the size of the machine, air pressure 
supplied by the compressor, character of the rock, and the pro- 
portion of the total time actually occupied in drilling. It is 
evident that the compressor capacity for a single machine is 
greater than the average required for a number of machines. 
With a large number, the delays to which each is subject, for 
setting up or shifting, changing bits, stoppages caused by the bit 
sticking in the hole, etc., make it improbable that all of them 
will be in simultaneous operation, save in rare instances; hence, 
the average allowance of air for each may be reduced. Mo- 
mentary or occasional peaks in the load on the compressor, when 
an unusual number of drills happen to be working simultaneously, 
may be disregarded; or at least need not be provided for by in- 
creasing the compressor capacity. 

Rock-drills of different makers, even when of the same diam- 
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eter of cylinder, vary in their consumption of air, and reliable 
figures are not easily obtained. Table XXIV, showing the volume 
of free air per minute required for one drill, is based on a com- 
parison of the statements of several manufacturers, checked by a 
few recorded tests. It may be taken to represent, within reason- 
able limits of error, the results of actual practice for machines in 
good order. No allowance is made for the preventable loss of air 
in leaky pipes, nor for frictional loss of pressure in transmission 
(see Chapter XVI). 

Table XXIV 

Cubic Feet of Free Air per Minute Consumed by One 

Drill at Sea-Level 



Gauge 






Diameters op Drill Cylinder in Inches. 






Press- 














ure. 




























2 


»K 


2ji 


2K 


3 


3H 


3A 


3K 


3H 


3H 


aK 


5 


60 


S8 


63 


70 


82 


90 


97 


100 


105 


114 


118 


135 


155 


70 


63 


7» 


80 


92 


104 


112 


"5 


118 


130 


135 


152 


174 


80 


70 


80 


88 


103 


"5 


"5 


130 


135 


142 


153 


173 


205 


90 


7« 


87 


95 


"5 


128 


137 


141 


148 


165 


173 


194 


222 


100 


85 


96 


108 


126 


140 


151 


155 


161 


176 


184 


210 


250 



When a number of drills are operated by the same plant, the 
compressor capacity for furnishing the total average quantity of 
free air required per minute, at sea -level, may be found approxi- 
mately by the following table of multipliers: 

Table XXV* 



Number of drills. . . 


I 


2 


3 


4 


5 


6 


7 


8 


9 


10 


MultiDlier 


I 


1.8 


2.7 


3-4 


4.1 


4.8 


5-45 


6.1 


6.7 


7-3 






Number of drills. . . 


II 


12 


15 


20 


25 


30 


35 


40 


50 


60 


Multiplier 


7-8 


8.4 


10.3 


12.8 


15. 1 


17-3 


19.7 


22.0 


26.5 


30-5 







The required capacity of the compressor is found by multiply- 

* Based on comparison of several tables given by manufacturers. 
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ing the cubic feet of free air per minute consumed by a single drill 
(as given in Table XXIV), by the multiplier corresponding to the 
number of drills operated (Table XXV). 

It will be understood from what precedes that the figures 
in the tables cannot be taken as exactly applicable to all cases. 
Several other modifying factors may here be summarized : 

(i) The Kind of Work. The time required to set up the drill 
depends greatly on the shape of the working, whether a tunnel or 
drift, a shaft, stope, or open cut. If the floor and roof, or the side 
walls, of a mine opening are irregular or loose, much time may be 
lost in shifting the machine and setting it up, according as it is 
mounted on column or tripod. 

(2) Character of the Rock. This also influences the consump- 
tion of air. In hard rock the rate of advance in drilling is slower 
than in soft, so that the machine makes longer continuous runs. 
Less total time is occupied in shifting arid setting up for drilling 
the successive holes of a round, and the consumption of air per unit 
of time is therefore greater. Though this increase is partly oflFset 
by the fact that the bits are more quickly dulled in hard rock and 
must be changed at shorter intervals; still, in very hard ground 
the machines may be kept running with but few and short in- 
termissions. In soft rock, on the other hand, though the actual 
speed of drilling is greater, there are apt to be more frequent 
delays due to rifling of the hole and sticking or " fitchuring " of 
the bit. On the whole, for hard rock it is advisable to provide a 
greater compressor capacity than is given in the tables. The 
compressor will then be able to run at a slower speed, thus avoid- 
ing excessive heating in cylinder and receiver. . In general, the 
time actually occupied in drilling will vary for each machine 
from, say, 4 to 6 hours out of an 8-hour shift. 

(5) Physical Condition of the Drill. The importance of this 
matter may be overlooked. The figures given are for new 
machines, or those in thoroughly good order. More air is con- 
sumed by old drills;^ whose valves and pisfotis are so wom~that 
they do not fit closely. Even in the case of drills in fair average 
condition, this is clearly shown by the fact that the exhaust, in- 
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Stead of being short and sharp, is nearly continuous. A large 
allowance must be made for old machines. 

If definite values could be assigned to these diflferent items, 
estimates of air consumed per drill could be made in conformity 
with any given set of conditions. To do this is manifestly im- 
possible, but a few general data relative to averages for an entire 
shift's work have been put on record by Messrs. J. E. Bell and 
L. L. Summers, as the result of a series of experiments (Mining 
and Metallurgy y Feb. ist, 1901). For a 3-in. drill, the volume of 
free air required per shift of 8 hours is as follows, the gauge 
pressure being loo lbs.: 

Table XKW 



Elevation. 



Cubic Feet of Free Air. 



PerShiftofSHoun. 



Sea-level 25,000 to 42,000 

5,000 ft 30,000 " 49,000 

10,000 ft 35»ooo " 60,000 



Per Minute. 

52.1 to 87.5 
62.5 " 102.0 
73.0 " 125.0 



These figures include all deductions, for whatever cause, cov- 
ering delays and stoppages as well as the actual drilling time. 

Taking the various allowances into account, and applying 
them to Tables XXIV and XXV, the following results, obtained 
in an elaborate test made at the Rose Deep Mine, Johannesburg, 
South Africa,* will be found in fairly close agreement with 
what precedes. The average number of drills (Ingersoll-Ser- 
geant), of several diflferent sizes, kept in operation during the 6- 
hour test, was calculated to be equivalent to 30.9 drills, 3 J in. 
diameter of cylinder. The average duty per drill was 4 ft. 
5l^ ins. of hole per hour (diameter of hole not stated). 
Average air pressure, 69.83 lbs. Free air used per drill per min- 
ute, 81 .08 cu. ft. It is fair to assume that most of these drills were 
more or less worn, or at least not in perfect condition. Accord- 
ing to the tables, the average free-air consumption for 30.9 drills 

* L. L Sejrmour, South African Association of Engineers ^ 1898. 
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should have been about 60 cu. ft. per minute, or about 1 5 per cent, 
less than that shown by the test. This difference is accounted for 
in part by the altitude above sea-level. It may be added that the 
horse-power per drill developed in the steam cylinders of the com- 
pressor was 12.72. But as the work done during the 6-hour 
test was approximately equal to that usually accomplished in 
8 hours of regular work, the actual horse-power per drill under 
normal conditions in this mine may be taken as 12.72 X -I =9.54. 
The air piping in this case was known to be remarkably free 
from leaks. 

Another test run, on 75 drills, 3 J in. diameter, was made 
about 3 years ago at the Champion Iron Mine, Mich.* At 
78 lbs. normal gauge pressure the average air consumption for 
the day shift, throughout a period of i month, was 67.1 cu. ft. of 
free air per minute. The air pressure usually dropped consider- 
ably, however, when work was in active progress. According 
to the tables, 75 drills should have used an average of about 58.5 
cu. ft. of free air per minute, or 13 per cent, less than shown by 
the test. 

Air Pressure for Machine Drills. The evidence adduced from 
recorded tests shows conclusively that a low air pressure is un- 
economical. Both the force of the blow and the number of 
strokes per minute fall off, resulting in a marked decrease in the 
footage of hole drilled. While it is probable that drilling in soft 
rock does not require so high an air pressure as for hard, it is 
found on the whole that the best results are obtained by a pressure 
of from 70 to 80 lbs. Practice of late has tended toward the 
use of higher pressures, up to 90 lbs. or even more; but, grant- 
ing that more work in some kinds of rock may be done by em- 
ploying a heavier pressure than, say, 80 lbs., the life of the drill is 
shortened and the cost of repairs increased. The customary 
nearly uncushioned blow, under a heavy air pressure on hard 
rock, becomes very destructive to the machine, and the bits them- 
selves do not stand so well. They are dulled sooner and are 
more apt to chip. 

* Engineering and Mining Journal^ May i8th, 1905, p. 937. 
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The influence of air pressure, as well as the questions relating 
to air consumption per drill, are further illustrated by a number 
of tests made several years ago in the South-African gold district.* 
The rock in which the tests were made was red granite, a large 
block of which was embedded in concrete. A quarry bar was 
used for mounting the drills. All holes were drilled vertically, 
with abundance of water. Two receivers were employed, with 
a combined capacity of 757 cu. ft., the pressure for each run 
being raised by the compressor to 80 lbs., after which the 
receiver was shut ofiF. A single machine at a time was operated, 
the run continuing until the receiver pressure dropped to 70 lbs. 
The drill was then stopped, and the depth and diameter of hole 
measured. Similar runs were successively made with pressures 
from 70 to 60, 60 to 50 lbs., etc. The capacity of the receiver, 
in terms of cubic feet of free air, was calculated for each in- 
dividual run and pressure, correction applied for temperature, 
and the air consumed based on the volume of free air at 70° F. 
and 24.8 ins. of barometer (equivalent to an altitude of 5,000 ft.). 

Eliminating several results of such runs as indicated erratic 
behavior of the drills, probably due to being in poor condition, 
a test of 13 drills, 3 J ins. diameter with 3-in. bits gave the 
following averages : 

Table XXVII 



Linear inches drilled per min 

Cu. ft. free air per minute 

Cu. ft. free air per linear in. of hole, 
Ditto per cu. in. of hole 



80-70 



1.3 
124. 

95.3 
^3-3 



Air Pressure, Pounds. 



70-^ 



I.I 
117. 
106.4 
14.8 



60-50 



i.o 
100. 
100. 

13.8 



50-40 



0.6 
70. 
116. 4 
15.0 



40-35 



0.5 
60. 

120. 

16.6 



Each run occupied about 6 minutes. Some of the~ average 
results are not consistent, and the individual figures of course 
showed still greater variations. These were due to a variety of 

* J. B. Carper and others, Mechan. Engineers Assoc, of the Witwatersrand, 
1904. (Abstract in Mines and Minerals^ Sept., 1904, p. 64.) 
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causes, such as lack of uniformity of the rock, differences in 
temper and sharpness of bits and, in a measure, the personal 
equation of the drill-runners, each of whom "was selected by the 
agent of the maker of the drill." The rather lengthy paper from 
which these data are taken includes many tables, giving details 
of the tests of machines of different makers, and is to be recom- 
mended for the thoroughness with which the work was carried 
out. Among other points, the importance of the question of air 
pressure is clearly demonstrated. 

Valve Motion. The valve motion of most compressed-air 
drills is either of the tappet or spool type. In the tappet drills 
the throw of the valve is positive, depending directly on the 
stroke of the piston. The throw of the spool valve, on the other 
hand, is produced indirectly by the introduction of a system of 
small, auxiliary ports, connecting the ends of the valve chest 
with the cylinder, these ports being opened and closed by the 
movements of the main piston. 

In dry, dusty mines it is generally found that the tappet valve 
gives the better service. When a compressed-air drill is not in use, 
and disconnect^ from the air hose, dust and grit are likely to enter 
through the ports, passing thence into the valve chest and cylinder 
on resuming drilling. The wear and consequent looseness in the 
fit of the moving parts thus caused is apt to have a more un- 
favorable effect on the operation of the spool than the tappet 
valve. Leakage of air past the valve or piston prevents proper 
action of the auxiliary ports, not only producing irregularity in 
reversal and shortening of the stroke, but diminishing the drill's 
efficiency. It is true that the tappet valve involves the use of one 
extra part and, in case of the three-arm tappet, breakage is not in- 
frequent. But while the spool valve is strong and reliable, ex- 
perience indicates that in dusty mines at least the mainte- 
nance cost of the spool-valve drill is higher than that of the 
tappet drill. 

The maximum force of blow is attained by drills which take 
air throughout the full forward stroke, i.e., without cut-off^ and 
the best drills are designed to work m this way. On the forward 
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stroke the valve is not reversed until the blow is delivered, the 
exhaust being free, with but little back-pressure on the piston. 
Cushioning was formerly made a feature of some rock-drills, with 
the idea of reducing shock, but it is now recognized that the 
eflSciency is increased by delivering an uncushioned blow. It is 
possible for a drill so designed to strike too heavy a blow in very 
hard rock, but the remedy then is to feed the drill-head down, so 
as to work with a shorter stroke. 

On the back stroke cushioning is desirable, to ease the re- 
versal and prevent injury by the piston striking the rear cylinder 
head. The back-stroke cushion is produced by cutting oflF the 
exhaust before the end of the stroke. Only enough power needs 
to be developed on this stroke to overcome the resistance due to 
the weight of the moving parts, and the frequent tendency for the 
bit to stick fast in the hole. 

In ordinary machine drills, the piston speed should not be too 
great — say, not much over 350 to 375 strokes per minute. The 
relative speeds of stroke do not constitute a proper basis for the 
comparison of efficiencies. To give effect to the blow, the weight 
of the moving parts must be relatively great, and a very high 
speed would be attended by excessive wear and breakage. These 
conclusions do not apply, however, to the numerous small air 
hammer drills which have come into favor in the past few years. 
They are held in the hands of the operator, weighing only from 
fifteen to thirty pounds and are useful for holes of small depth 
and diameter, as in narrow stope work, block-holing, and some 
kinds of quarrying. As the name implies, the piston or hammer 
is the only reciprocating part, the blow being delivered upon the 
inner end of the bit shank. The hammer drill strikes a light 
blow, some of them at the rate of 2,000 to 3,000 or more strokes 
per minute. Thus the weight of the moving parts is small, 
and the inertia moderate. 



CHAPTER XXI 
OPERATION OF MINE PUMPS BY COMPRESSED AIR 

It is intended here to deal only with that part of the extensive 
subject of mine drainage which has to do with the employment 
of compressed air as a motive power. Under this head there are 
three general forms of apparatus: 

1 . Direct-acting pumps, single-cylinder, duplex, or compound. 

2. The air-lift pump. 

3. Pneumatic displacement pumps. 

In this chapter the first class only will be considered. 

Simple, Direct-acting Pumps. Notwithstanding the general 
similarity in the behavior of steam and compressed air, when used 
in the cylinders of direct-acting pumps there are some important 
points of difference. By first considering briefly the construction 
of the types of pump in common use the results obtainable from 
the employment of compressed air can best be set forth. 

The development of the direct -acting pump dates from Henry 
R. Worthington's invention in 1841; and the greater part of all 
the pumping in the mines of this country, and much of it in other 
countries also, is done by pumps of this class. The cylinders are 
set tandem, the power being transmitted from the steam to the 
water cylinder through a piston-rod common to both. As there 
are no rotating parts, the length of stroke is controlled by the ad- 
mission and exhaust of the steam. In all the simple pumps the 
valve motion involves the use of an auxiliary valve, whose move- 
ments are governed by the reciprocating movement of the piston, 
and which in turn operates the main valve. The duplex form 
consists essentially of two simple pumps, set side by side, with an 
inter-dependent valve motion; that is, the valve of each is ope- 
rated positively, through a system of levers, by the movement of 
the piston of the other side. 
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Though direct-acting pumps are strong and reliable, simple 
in construction, and occupy but little space, they arc extremely 
uneconomical machines, unless the steam cylinders are com- 
pounded. It is hardly necessary to say that this ought not to be 
the case. Pumping is an operation that should be conducted 
economically, especially in connection with mining, where the 
pumping of water is classed as "dead work." Moreover, the 
conditions in themselves are not unfavorable. A pump works 
under a practically constant load, from the beginning to the end 
of each stroke, the only necessary variation- — which need not be 
large — occurring at the instant the discharge valves open. 

The trouble is that, in attaining compactness, simplicity, and 
moderate first cost, the power is not applied in simple, direct- 
acting pumps to the best advantage. As there is a constant 
load, but no fly-wheel to equalize the power, steam must be ad- 
mitted at full pressure throughout the entire stroke; otherwise 
the piston would be unable to reverse, and would come to a 
standstill. Such a pump must work practically without cut-off, 
and therefore a cylinderful of steam, nearly at initial pressure, is 
exhausted at each stroke. In some pumps the terminal pressure 
is quite as high as the initial. A duplex, non-compound pump, 
having a positive valve motion, may at times be even a more 
extravagant steam -consumer than a single- cylinder pump, since 
one piston may reach the end of its slroke before the other is 
ready to reverse its valve. In such case the momentum of the 
incoming steam fills the cylinder at initial pressure at the moment 
of exhaust. 

For steam-driven pumps there are several ways of improving 
these conditions: 

I. The adoption of compound or triple expansion cylinders. 
This type is suitable for the larger sizes of pump, and its use is 
increasing for mines whose depth and quantity of water warrant 
the higher first cost. The space occupied is but tittle greater than 
for simple pumps of the same capacity, and satisfactory results are 
obtained when they work under proper conditions and with 
sufficient initial pressure. 
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2. While retaining the tandem form, a fly-wheel may be intro- 
duced, driven from the cross-head or from the steam-cylinder 
connecting-rod. This is a reversion to a type of pump long ago 
discarded for general ser\'ice in this country, in favor of the 
simpler but less efficient form with no rotating parts. Although 
such a pump occupies much more space and its first cost is in- 
creased, there can be no doubt as to the advantages of being able 
to use the steam expansively, without the necessity of compound- 
ing. A large number of pumps of this description are now em- 
ployed in mines ; many of the Riedler pattern and some of less 
elaborate and expensive design, such as the Prescott and others, 
in which an early cut-off — ^at one-quarter or even one-eighth 
stroke — is satisfactorily adopted. 

Notwithstanding the advances made along these lines in the 
mechanical engineering of pumps and the added economy gamed 
in their operation, it has been very generally assumed in the past 
that similar economies are not attainable when compressed air 
instead of steam is employed as the motive power. Yet the ad- 
vantages accruing from the utilization of compressed-air trans- 
mission in mines are marked. As the heavy losses due to radia- 
tion and the condensation of steam in pipe-lines are avoided, the 
transmission of power by compressed air may be conducted with 
a high degree of efficiency. No difficulty exists as to the disposal 
of exhaust steam underground, nor is there any danger to be ap- 
prehended from the rupture of a compressed-air pipe, while the 
bursting of a steam pipe in a shaft or in the mine-workings may 
cause serious trouble. The failure to realize these advantages, 
and the unsatisfactory results obtained in most cases from com- 
pressed-air-driven pumps, are due largely to the fundamental 
differences in the behavior of steam and compressed air when 
used in a motor cylinder. In Chapter XVII reference has been 
made to the reduction of cylinder temperature accompanying 
the expansion of compressed air. The point of cut-off being the 
same, this causes lower terminal and mean pressures with air 
than with steam. In other words, at a given initial pressure and 
without reheating, a cylinderful of air develops less power. 



OPERATION OF MINE PUMPS BV COMPRESSED AIR 



253 



This property of air, together with the fact that it does not 
condense, indicates clearly that steam and compressed air arc not 
equally well adapted for use in an engine of the same design. It 
is not easy to understand, therefore, why mechanical engineers 
and especially pump-builders have not given more attention to 
the production of pumps properly designed for the use of com- 
pressed air. Few, if any, other branches of motor-engine prac- 
tice have been so neglected. Lack of information among users 
of compressed air is responsible in pari ; in addition to which ii is 
not generally realized that relatively unimportant modifications, 
at small cost, would produce much better results. Users of the 
ordinary steam pump have become accustomed to its low econ- 
omy, and, because it is strong and serviceable, it is apt lo be ac- 
cepted without question when compressed air is used instead of 
steam. But in applying compressed air to the inefficient single- 
cylinder pump, as usually designed for steam, the net result is no 
better, and may be even worse, than that obtained from sleam. 
The clearance spaces arc large and, as the air is admitted to the 
cylinder throughout full stroke, it is used in a wasteful manner. 
Moreover, the stroke is often shortened by imperfections in the 
valve action. 

Another unfavorable feature of mine pumps driven by com- 
pressed air is the frequently improper selection of the cylinder 
proportions and arrangement of the plant. In mines having a 
number of levels ihc pumps are distributed according lo varying 
requirements as to height of lift and quantity of water lo be raised. 
The lowermost pump may have to work under a hea\'y head; 
others under a head of only loo or 200 feet. .As all are usually 
operated from the same pipe line and under a common air press- 
ure, it is clear that the dissimilarity of working conditions must 
be met by proportioning the water and [x>wcr ends of each pump 
according to the work to be done. But, through error or care- 
lessness, the power end is often badly out of proportion, the tend- 
ency being to err on the side of furnishing too much power. 
The sleam for air) cylinder may be of such size as to require a 
pressure of only 30 or 40 lbs. per sq. in., while the pipe-line press- 
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ure is 70 or 80 lbs., as usual with mine compressor plants. So it 
often happens that the deepest pump in the mine is the only one 
operating under a proper pressure. The cylinders of the others, 
even if running under throttle, are filled with air at full pressure 
when exhaust takes place.* 

The difficulty with common direct-acting pumps is thus two- 
fold : the air is used without expansion, and the pressure is often 
higher than is necessary. Recognizing, however, the convenience 
with which the inexpensive, ready-made single-cylinder pumps 
may be installed, and that in many cases efficiency of operation is 
really a secondary consideration, a few points will here be dis- 
cussed as to their employment, and the volume of air required 
for a given quantity of work. Questions relating to the 
expansive use of compressed air for pumps will be taken up 
afterward. 

Cylinder Dimensions of Simple Pumps. In calculating 
the sizes of cylinders for a simple, or single-cylinder pump, to 
work under given conditions, the dimensions of the water cylin- 
der must first be determined. There are three variables to be 
dealt with, viz: diameter, length of stroke, and number of strokes 
per minute; or the last two factors named may be combined in 
the shape of piston speed per minute. The volume of water 
to be raised being given, the cylinder dimensions 'may be ob- 
tained from lists of standard sizes of pumps, which would usually 
be adhered to on the ground of saving in first cost. With a given 
air pressure and head of water, the diameter of the air cylinder 
obviously depends upon that of the water cylinder. The follow- 
ing relation between the two has been determined by Mr. William 
Cox : t " Area of air cylinder is to area of water cylinder as half the 
head is to the air pressure." By the same writer a ready reference 
table has been constructed, covering the air pressures generally 
used for common, direct-acting pumps: 

♦ Some suggestive remarks on this subject are made by Frank Richards, 
** Compressed Air," pp. 171-172. 

t Compressed Air Magazine ^ Feb., 1899, p. 583. (By permission.) 
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Table XXVIII 

Ratios of Diameter of Air Cylinder to Dlvmeter of 

Water Cylinder 









Air Pressure. Pounds. 






Head io Feet 


















» 


25 


30 


35 


40 


4S 


50 


50 


1. 12 


1. 00 


0.91 


0.84 


0.79 


0.74 


0.71 


100 


1.58 


1. 41 


1.29 


1.20 


1. 12 


I -05 


1. 00 


"5 


1-77 


1.58 


1.45 


1-34 


1.25 


1. 18 


1. 12 


150 


1.94 


1-73 


1.58 


1-45 


1-37 


1.29 


1.22 


175 


2.09 


1.87 


1.70 


1.58 


1.48 


1-39 


1.32 


200 


2.24 


2.00 


1.82 


1.69 


1.58 


1.49 


1. 41 


225 


2.37 


2.12 


1.94 


1.79 


1.68 


1.58 


1-50 


250 


2.50 


2.24 


2.05 


1.90 


1.77 


1.67 


1.58 


275 


2.62 


2.35 


2.14 


1.98 


1.85 


1-75 


1.66 


300 


2.74 


2.45 


2.24 


2.07 


1.94 


1.82 


1.73 


325 


2.85 


2.55 


2.33 


2.16 


2.02 


1.90 


1.80 


35« 


2.96 


2.64 


2.42 


2.24 


2.09 


1.97 


1.87 


375 


3.06 


2.74 


2.50 


2-31 


2.16 


2.04 


1.94 


400 


3.16 


2.83 


2.58 


2.39 


2.23 


2. II 


2.00 


425 


3.26 


2.92 


2.66 


2.46 


2.30 


2.17 


2.06 


450 


3-35 


3-0O 


2.74 


2.53 


2.37 


2.24 


2.12 


475 


3-44 


3.08 


2.82 


2.60 


2.44 


2.30 


2.18 


500 


3.53 


3.16 


2.89 


2.67 


2.50 


2.36 


2.24 



Ratios for intermediate heads and pressures may be obtained 
by interpolation. 

In this table the unit diameter of water cylinder is taken as one 
inch. Diameters of air cylinders, as calculated, will be in deci- 
mals, and often of odd sizes not occurring in practice. After 
determining the exact diameter, the nearest standard diameter of 
cylinder would be chosen and the air pressure and piston speed 
adjusted accordingly. 

Volume of Air for Pumps Working without Expansion. To 
determine the volume of free air required to operate a direct- 
acting, single-cylinder pump, working without cut-oflF, the formula 
here given will be found convenient :* 

V= 0.093 W2 p , in which: 

V = volume of free air in cubic feet per minute. 

h =head in feet under which the pump is to work* 

* Ibid., p. 581. 
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G = gallons of water to be raised per minute. 
P = receiver gauge pressure of air to be used. 
Wj = volume of free air corresponding to one cubic foot at the 
given pressure, P. 
In this formula, which is based on a piston speed of 100 feet 
per minute, fifteen per cent, has been added to the volume of air 
to cover losses. The following table, giving values of Wj and 
0.093 Wj for diflferent pressures, may be used in connection with 
the formula : 

Table XXIX 



Air Pressure P, in Pounds. 


w. 


0.093 w. 


15 


2.02 


0.18786 


20 


2.36 


0.21948 


25 


2.70 


0.25110 


30 


3-04 


0.28272 


35 


3.38 


0.31434 


40 


3-72 


0.34596 


45 


4.06 


0.37758 


50 


4.40 


0.40920 


55 


4.74 


0.44082 


60 


5.08 


0.47244 


65 


5-42 


0.50406 


70 


5.76 


0.53568 


75 


6.10 


0.56730 


80 


6.44 


0.59890 


85 


6.78 


0.63054 


90 


7.12 


0.66216 



For example, let it be required to find the volume of free air 
per minute required to raise 200 gals, of water to a height of 
150 ft., the gauge pressure being 30 lbs. From the table, 
0.093 Wj, corresponding to 30 lbs. =0.2827; hence, 

200X 150 



¥=0.2827 X 



30 



=.282.7 cu. ft. free air. 



The horse-power may be calculated from Table XXX, in 
which the mean pressures per stroke (from Table VII), for the 
different terminal pressures, are given in the second column, and 
the calculated horse-powers per cubic foot of free air used, in the 
third column : 
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Table XXX 



Terminal Pressure, Pounds. 


Mean Pressure per Stroke. 


Horse- Power per Cubic Foot 
Free Air. 


20 


14.40 


0.0628 


25 


17.01 


0.0743 


30 


19.40 


0.0847 


35 


21.60 


0.0943 


40 


23.66 


0- 1033 


45 


25-59 


0.1117 


50 


27-39 


0.1 196 


55 


29.11 


0.1270 


60 


30-75 


0.1340 


65 


32.32 


0.1406 


70 


33-83 


0.1468 


75 


35-27 


0.1527 


80 


36.64 


0.1583 



As the horse-power corresponding to a given terminal press- 
ure does not increase in constant ratio with the initial air press- 
ure, it follows that the higher pressures are not so economical 
for simple pumps as low pressures. Expressed in another way, 
the work of compression decreases with the air pressure, and there- 
fore the useful work done in a pump using air at full pressure is 
greater at low pressures and its efficiency is increased. Thus, in 
the example given above, the horse-power developed in using the 
282.7 cu. ft. of free air, at a pressure of 30 lbs., is: 

282.7X0.0847 = 23.94 h.-p. 

If the air pressure employed were 50 lbs., the cu. ft. of free 
air would be 245.52 and the corresponding h.-p., 29.36, the 
added power cost being 5.42 h.-p. It may be stated that the 
difference in favor of the lower air pressure is offset in part by the 
fact that, at the higher pressure, a pump with a smaller power 
cylinder will do the same work, thus saving in the first cost. 

But the low pressures thus shown to be suitable for simple 
pumps would not serve for machine drills, which must be con- 
sidered first, as they are in nearly all cases the chief users of com- 
pressed air in mines and quarries. To secure the best results 
from the pumps, a separate, low-pressure compressor would be 
required, a provision which is usually out of the question. Since 
17 
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it is generaDr neccssarr to use h^>pres5iiiT air, at, say, ei^ty 
or ninet J pomids gauge, the air must either be wire-drawn into 
the pump cylinder or dse reduced to the required pressure before 
being delivered to the pump. 

In the first case, the results as to volumes of air used, as given 
in the preceding discussion and tables, must be modified by in- 
troducing a factor of increase, based on the ratio which the press- 
ure to be used in the pump bears to the pressure carried in the air 
main. Edward A. Rix furnishes a taUe,^ part of which b 
abstracted in Table XXXI. It shows the volumes of free air 
theoretically required for a unit of 10,000 fL-gals. of work 
( = 83,000 ft.-lbs. or 2.5 h.-p.), at different air pressures, together 
with the actual air consumption and horse-powers, all referred to a 
standard receiver pressure of 90 lbs. 



Table XXXI 



1 

» 

Gauge 
FfCMure, 
Founds. 


Ratio of 
Compres- 
sion. Re- 
ferrea to 90 

Founds. 


CnWcFeet 
of Air Cal- 
culated from 

Cox's 
I >Formu]a. 


Factor of In- 
crease for 
Wire- Draw- 
ing from 90 
Poonds. 


Increased 

Vohune, 

Cubic FfH 


Actual 

Hocse- 

Power 

at9DPbttiids. 


FfSrirnrjoa 
Basis 012.$ 

Hotse-Power 
TheoreticaLL 


20 


3- 


"3 


1.26 


142 


28.6 





25 


2.6 


108 


1.22 


125 


25- 


10 


30 


2-3 


97 


1. 19 


"5 


23. 


II 


35 


2.1 


93 


1. 17 


108 


21.5 


II. 6 


40 


1.9 


89 


1. 14 


102 


20.5 


12.2 


45 


1-7 


87 


1. 12 


97 


19.7 


12.7 


50 


1.6 


85 


I. II 


93 


19. 


I3-I 


55 


'•5 


82 


1.09 


89 


18.2 


13.7 


60 


1.4 


80 


1.07 


86 


17-4 


14.3 


<^5 


'•31 


79 


1.06 


84 


16.8 


14.9 


70 


1.24 


78 


1.05 


82 


16.4 


15-3 


75 


1. 17 


77 


1.04 


80 


16. 


15.6 


80 


I.I 


76 


1-03 


78 


15.6 


16. 


«5 


1.05 


75 


1.02 


76 


15-2 


16.4 


90 


I.O 


74 


1.0 


74 


14.8 


16.9 



The factors in column 4 are assumed as about 70 per cent, of 
the ratios of the absolute temperatures due to expansion of the 
air from 90 lbs., to the air pressures in column i. They may be 
taken to apj^ly when the length of air main from the compressor 

♦ Transactions Technical Society oj the Pacific Coasts Aug. 3d, 1900. 
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to Ihc pump is moderate, as in carrying the air to a pump situated 
at the bollom of an ordinar)* shaft- The showing is a poor one, 
but the unfavorable working conditions, as lo the type of pump 
and mode of using the air, must be taken into account. 

In the second case, the normal air pressure carried in the 
mine (say, ninety pxiunds) may be reduced lo a suitable pump 
pressure by placing a reducing valve in the air main. The in- 
crease of volume thus produced will be accompanied by a con- 
siderable drop in temperature, so that the full increase is 
not realized. Part of the lost heat will be regained by friction, 
and from external sources if there be any considerable length of 
pipe between the reducing valve and pump; but the efficiency 
will be materially increased if the cold, partly expanded air be 
passed first into an underground receiver and thence to the pump. 
This arrangement has been satisfactorily adopted, for example, in 
the case referred to in Chapter XVIII. An adjustable spring- 
reducing valve is set to furnish any desired pressure below that 
in the main. That is, the volume of air allowed lo pass is such as 
to maintain automatically a certain difference in pressure be- 
tween ihat in the main and the pipe leading to the second receiver. 
The latter senses three purposes: (r) if it be of ample size or of 
the tubular type the air will regain nearly, if not quite, its normal 
temperature; (2) much of the entrained moisture will bcdeposited, 
and trouble from freezing avoided ; and (3) the receiver, if placed 
near the pump, will minimize the pulsations and equalize the air 
pressure. 

In the particular instance to which reference is here made, 
two underground receivers were installed 300 feet apart, the re- 
ducing valve being put in the main just above the first receiver. 
This arrangement not only caused a ver\' complete deposition 
of the moisture, but the air entirely recovered its normal 
temperature by the time it left the second receiver on its way to 
the pump. The main air pressure was 85 lbs., and at the pump 
about 45 lbs. Indicator diagrams showed 128.5 horse-power de- 
veloped by the compressor and 16.45 horse-power at the pump, 
or an efficiency of 12.5 per cent.; thus agreeing quite closely with 
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the figures in Table XXXI. Subsequently, by compounding one 
of the pumps, using 62 lbs. initial pressure in the high-pressure 
cylinder and admitting some live air to the intermediate pipe be- 
tween the cylinders, the efl&ciency was raised to 25.9 per cent. 
This must be considered a fairly satisfactory performance for a 
pump not specially designed for its work. 

By adopting stage compression or by reheating, or both, the 
total efficiency can of course be increased considerably beyond 
the efficiencies shoi^v-n in the table. Mr. Rix states, in his article 
previously mentioned, that by actual test of a number of simple 
pumps he has found their work to be approximately 135 
ft.-galls. per cu. ft. of free air. For stage compression the 
efficiency is increased by 15 per cent, (giving, say, 155 ft.-gals.), 
and by reheating the 135 ft.-gals. is increased by the ratio of 
the absolute temperatures under which the pump works, without 
deducting the small cost of reheating. 

Prevention of Freezing of Moisture. Though this subject 
has already been discussed at some length, several additional 
points may be noted in connection with pumping. Some benefit 
may be derived by leading a jet of water from the pump column 
into the air pipe, just before reaching the pump. A very small 
quantity of water will suffice to prevent an excessive drop in the 
temperature of the exhaust. A better way is to tap a one-quarter- 
inch pipe into the column pipe, draw down the end of this pipe to, 
say, one thirty-second of an inch and insert the nozzle so formed 
into the exhaust port. The author has observed the plan of 
carrying a small steam jet close to the exhaust port; but it is 
obvious that this is feasible only when steam is used near-by for 
some other purpose. Moreover, steam so applied is utilized much 
less perfectly than when used in a cylinder jacket. If steam be 
available, a little may be injected into the feed air pipe near the 
pump. An intimate mixture between the steam and air is thus 
produced, and in condensing the latent heat of the steam is given 
up. If water at 212° F. be injected, each pound in cooling down 
to 32° F. will give up 180 thermal units. But with steam at the 
same initial temperature, each pound in condensing gives up 966 
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thermal units, in addition to the i8o units imparted in cooling to 
33°. Still another mode of preventing freezing is to warm ihe 
compressed air by passing it through a coil of pipe, placed in an 
enlarged section of the water column, or else in the pump-suction 
pipe. 

Compressed-Air-d riven Compound Pumps, ll is a commonly 
held kh"A that if compressed air be used for operating compound, 
direct -acting pumpa, it should be employed like- steam, with a 
cul-olT in each cylinder. The resulting drop in cylinder tempera- 
ture would be obviously less than thai caused in a single cylinder 
by the same ratio of expansion from a given initial pressure. 
But in aiming thus to attain a higher efficiency, by adopting the 
largest possible range of expansion, very low cylinder temperatures 
would still be produced. The loss of heat takes place chiefly 
within the cylinder, instead of in, and just outside of, the exhaust 
port, as is the case with pumps working at full pressure. Fur- 
thermore, though the same total fall of temperature occurs in 
either case, when Ihe air expands within the cylinder the force 
of the exhaust is diminished by the low terminal pressure, and 
the inner portions of the ports are the more liable to be choked 
with ice. 

In order to use the air expansively the necessity for reheating 
in some form is clearly indicated, aside from any question of gain 
in economy. Various plans have been tried of warming the cylin- 
ders by the applicalion of external heat, such as enveloping ihem 
in a hot-air jacket, surrounding them by water, even healing them 
by the flames of large lamps or torches. But, aside from other 
objections to such devices, air is too poor a conductor of heat to 
render three means at all efficient. 

The mode of applying extraneous heat may be varied in 
several ways, Tfz; (i) Preheating the compressed air sufficiently 
lo permit of a reasonably early cut-oft in each cylinder, while still 
avoiding too low an inUial temperature in the low-pressure cylin- 
der; {3) in addition lo preheating, the air may be reheated be- 
tween Ihecylinders; (3) using cold air at full pressure in the high- 
pressure cylinder and expanding into the low pressure cylinder, 
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with or without reheating; (4) using cold air at full pressure in 
both cylinders, the air being expanded between them, with the 
application of reheating. 

The first two methods are feasible when the compound pump 
is of suitable design and the heating properly applied; but there 
would be an undesirable variation in power and speed, for an 
engine necessarily working under a constant load, if the pump be 
of the usual direct-acting type, without fly-wheel. Moreover, 
under the first plan a high initial temperature would be necessary. 
If the expansion be adiabatic, from an initial pressure of, say, 
eighty pounds to atmospheric pressure and normal temperature, 
the temperature to which the air would have to be preheated is 
given by the expression: 

r-T(E:)V .,. -P.,„=+„,.(?2±L5)".„6'F. 

Although this temperature would be rapidly lowered during 
the stroke, proper lubrication of the cylinder might be interfered 
with. The third method would avoid in part the difficulty of 
variation in power and speed, though there would still be a vari- 
able back-pressure on the high-pressure piston; but the increase 
in volume due to clearance, and on expanding into the passages 
and intermediate pipe to the low-pressure cylinder, would con- 
siderably reduce the temperature of the air, and a large further 
drop would ensue during the work of expansion in the low-press- 
ure cylinder. Such temperature drop may be prevented, or at 
least diminished, by introducing a receiver-reheater between the 
cylinders, with material gain in efficiency. This method has fre- 
quently been adopted, and on the whole is much preferable to the 
two first mentioned. 

The fourth arrangement, however, appears to be the most 
satisfactory. As has been pointed out by E. A. Rix,* in the 
practical application of compressed air to pumps only a small 
part of the total possible work of expansion within the two cylin- 
ders can be realized, even in favorable circumstances. Never- 

* Transactions Association of Engineering Societies, 1900. Mr. Rix also 
proposes the use of three-, and even four-cylinder pumps. 
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theless, if properly installed and operated, it becomes perfectly 
practicable to drive a compound pump by compressed air. It is 
a much more satisfactory machine than a single-cylinder pump, 
and is capable of working with a fair degree of efficiency. This 
may be accomplished by expanding the air belwcen the cylinders 
only, restoring the consequent loss of pressure by reheating and 
employing full pressure in both cylinders. Thus no drop of 
temperature takes place in the cylinders themselves, and ihe press- 
ures, back-pressures, and speed are constant. Each air card is 
practically rectangular in shape. The pressure drop between ihe 
cylinders may be made small ; in fact, it need not be more than is 
sufficient to give the head necessarj- to cause an active flow of 
air into the intermediate reheatcrand ihence to the low-pressure 
cylinder. A drop of, say, 20 lbs. for an initial pressure of 70 
to So lbs. will usually answer. 

The degree of heat to be imparted by the intermediate re- 
healer, to restore the heal lost by a drop of 20 lbs., would be only 
204° F,, for a final temperature of 60° at exhaust. If the pump 
be suitably situated, an ordinarj' fuel-burning reheater may be 
emploj'cd; or, should this be inadmissible, the water from the 
pump-suction or column pipe may be utilized for reheating, as 
already suggested. An example of this arrangement, which has 
often been cited, is to be found in the Gwin Mine, Calaveras Co., 
California.* A Worthington compound pump, having a capacity 
of zoo gals, per minute, was installed on the boo-ft, level of the 
mine. Placed in the suction pipe of the pump is a 300-horse- 
power Wainwright heater, with corrugated copper tubes. The 
water in ihe pump, at a temperature of 60° to 70° F., passes 
through the healer tubes on its way to the pump-suction valves. 
The air, on being exhausted from the high-pressure cylinder, at a 
pressure of 35 lbs,, passes into the heater and through the spaces 
between the tubes. In this way, the temperature of the air is 
raised practically to that of the water and, after cxjjanding again 
in the low-pressure cylinder, is exhausted without freezing. 
Should the sump water be foul, the heater tubes must be cleaned 

• Installed by E. A. Rix. See Eagineeriag and Mining Journal, 1905, 
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from time to time; otherwise the coating of sediment materially 
reduces their conductivity. Still better results would be obtained 
from such an installation by employing a fly-wheel pump with a 
shorter cut-off. The lower temperature could then be met 
by water- jacketing both cylinders, the jackets being supplied with 
water by a small pipe from the pump column. Though the 
quantity of heat thus restored to the expanded air •is far smaller 
than that which would be derived from a fuel-burning reheat er, 
this simple device is convenient and satisfactory for under- 
ground service. 

By employing reheating in connection with properly designed 
and operated air-driven compound pumps, efficiencies of 40 to 50 
per cent, may be realized. With 3 -cylinder pumps, furnished 
with intermediate heaters, the efficiencies are still higher, reaching 
even 70 per cent. Reference has already been made to the 
economic advantages of using the Cummings system of high- 
pressure transmission for operating compressed-air pumps. 



CHAPTER XXII 

PUMPING BY THE DIRECT ACTION OF COM- 

PRESSED AIR 

The diflFerent mcxies of raising liquids by the direct pressure 
of air, without the intervention of a piston or other moving part, 
embody no new idea, but it is only in quite recent years that they 
have taken such shape as to render them useful for pumping on a 
large scale. Besides the fundamental considerations of cost and 
efficiency of plant, which affect alike all systems of pumping, an- 
other question becomes of prime importance in connection with 
these methods of applying compressed air, viz : the practicable 
limits of depth or head at which they will work. These limits 
depend on the gauge pressure and mode of using the air. In 
point of eflBciency, several forms of plant included under this head 
are distinctly inferior to well-designed steam-driven piston and 
plunger pumps. But when operated under proper conditions 
and with expansive use of the compressed air, recent modifications 
and improvements have brought several of them to a very satis- 
factory degree of eflSciency. In first cost they compare favorably 
with pumps of the usual types, and, because of their large capacity 
and low maintenance cost, all possess marked advantages for 
some kinds of service. 

There are two classes of pumps in which the principle in 
question is employed : 

1. Pneumatic-displacement pumps, using compressed air with 
or without expansion. 

2. ** Air-lift " pumps, working expansively. 
Pneumatic-Displacement Pumps. These are of several kinds. 

In the type form the compressed air is caused to act directly 
upon the surface of the water contained in a submerged closed 
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Fig. 96.— Merrill PneumalJc Fump. 
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chamber or tank, suitable valves being provided for controlling 
the admission of air and water. As the name implies, the water 
is displaced by the air and is discharged from the tank through 
a column pipe. There may be either one or two tanks, the column 
pipe in the latter case being common to both. With one tank, the 
flow of water from ihe pipe is intermittent; with two, practically 
constant, the pair of tanks then resembling in ihcir relation to each 
other the chambers of the ordinary steam pulsomeler pump. 
Aside from the simplicity of construction and absence of moving 
parts subjected to wear, which adapt it for mining, as well as for 
general service, such as pumping from w ells and other sources of 
water supply, the pneumatic-displacement pump has a distinct 
advantage for pumping chemical solutions, acids, etc, which 
would corrode the mechanism of a piston pump. It is evident, 
however, that the head or pressure under which the ordinary 
displacement pumjjs will work is limited absolutely by the air 
pressure employed. 

The double-chamber pump, as built by the Merrill Pneumatic 
Pump Co., will ser\e to illustrate details of construction and 
operation. Fig. 96 is a diagram of this pump, showing the sub- 
merged chambers, with their connections to the discharge pipe. 
Air from the compressor enters a chest through an automatic 
valve, which opens connection alternately with the two water 
chambers. The air pressure to be employed depends on the 
height of lift. Since the weight of a column of water is 0.434 lb. 
per fool of head, the height to which a given air pressure will raise 
water is equal to the gauge pressure divided by 0,434 ; thus, air at 

80 

80 lbs. will pump to a height of -=184 ft. In practice, how- 

■43-1 
ever, to cover friction, leakage, absorption of air by the water, 
and to provide the necessary' dynamic head for overcoming inertia 
and securing a proper speed of discharge, an additional air press- 
ure is required. In terms of volume, 1 cu. ft. of water will be 
displaced per cu, ft. of compressed air. One cu. ft. of air at 80 

lbs. =— -_ — ^=6,33 cu. ft. free air. To this should be added 
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for losses, etc., say 20 per cent., making a total of 7.6 cu. ft. free air 

per cu. ft. of water. Taking i gal. of water equal to 0.134 cu. 

ft., the work done per cu. ft. of compressed air, acting against a 

184 

head of 184 ft., will be: 7 = 180 f t.-gals. = i ^o^ ft.-lbs. 

^ ' 0.134X7.6 ^ ^ ^ 

In some cases a larger allowance than 20 per cent, should be 
made. The actual work done in compressing i cu. ft. of air to 
80 lbs. gauge, by a single-stage compressor (see Table V) is 0.183 
horse-power, or 6039 ft.-lbs. ; hence, the efficiency of the pump, on 
the basis of allowance for losses assumed above, is nearly 25 
per cent., which compares favorably with the efficiencies of single- 
cylinder direct-acting pumps. 

The displacement pump in its usual form works like a simple 
piston pump, in exhausting at each stroke a tankf ul of air practi- 
cally at gauge pressure. By employing a series of these pumps in 
a shaft, however, and using the air expansively, it is evident 
that, with a given initial pressure, the possible height of lift and 
the total efficiency of the system will greatly exceed that shown 
above.* This can be done by a suitable valve control, by which 
the air is expanded from the lowermost tank to the one next 
above, and so on, for smaller and smaller lifts toward the top of the 
series. When the last tank is discharged, the whole system is 
occupied by expanded air, at a pressure of two or three pounds, 
which is then exhausted into the atmosphere. Air is admitted by 
the valve at intervals into the lowest tank, and the working of the 
system proceeds automatically. At 80 lbs. air pressure, water 
can thus be raised to a height of about 330 ft., instead of 184 ft., 
as in the preceding example, and at an efficiency of about 40 
per cent. 

Another displacement pump is the Latta-Martin, designed 
chiefly for raising large volumes of water under low heads; 
though it may be constructed for any desired air pressure and 
head.f It consists of a pair of submerged cylindrical tanks, 

* This series system of tanks has been proposed by E. A. Rix, Transactions of 
the Technical Society of the Pacific Coasts Aug. 3d, 1900, p. 187. 
t Compressed Air Magazine^ Jan., 1907, p. 4332. 
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taking water through large disk valves in the bottom. On the 
tops of the tanks is placed the valve mechanism for distributing 
the air alternately into tach side. This valve gear comprists a 
main and auxiliary valve, each thrown by a piston valve, similar 
lo those of many single-cylinder steam pumps. The movements 
of the valves are caused by the oscillation of a pair of levers, from 
each of which is suspended a bucket tilled with water and hanging 
in a housing contained within the main lank. UTien the pump 
is in operation, the bucket housings are alternately filled and emp- 
tied of water, so that the difference in effective weight of the 
buckets causes them to rise and fall. 

The Harris, or return-air displacement pump, made by the 
Pneumalic Engineering Co., uses the compressed air with some 
degree of expansion. There are two tanks, either submerged or 
within suction distance of the sump, each connected by a pipe 
with the compressor. The water enters by siphon action, the 
inlet, as well as the discharge valves, being placed above the tanks. 
Instead of being exhausted into the atmosphere at each stroke, 
after doing its work, the compressed air is conducted back lo the 
intake of the compressor and expands behind its piston. There- 
fore, the system is a closed one, the same air being used over and 
over, in a manner similar to the operation of the Cummings 
retum-air plant. The water chambers fill and discharge alter- 
nately, the admission and discharge of the air being governed by 
an automatic switch-valve, connecting the two air pipes close to 
the compressor. 

In starting, after the water in one of the tanks has been ex- 
pelled, the switch reverses and places this tank in connection with 
the compressor intake. Then, while the second tank is being dis- 
charged, the compressed air exhausted from the first returns to the 
compressor and, acting expansively upon the intake side of the 
piston, reduces by so much the power required to drive the com- 
pressor. When the pressure in the first lank has fallen suf- 
ficiently fby being in communication wilh the compressor intake), 
it will again fill with water. Thus, the compressor transfers the 
same body of air from one tank to the other, additional air to 
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make up for leakage being supplied through an adjustable check 
valve, in the intake pipe. This valve is set to open during the 
suction period, at a negative pressure a little greater than the 
pressure required to draw water into the tanks. The switch- 
valve is operated automatically; either by a device acting at the 
intervals required to complete a cycle in both tanks, or by an 
electric make-and -break mechanism, controlled by a pressure 
gauge on the air intake. In the first case it would consist of a 
piston valve, operated by a small air cylinder, compressed air 
being admitted alternately to each side of the piston in the latter 
through an auxiliary valve. The volume of air required for a 
given size of tank may be dt^termined in terms of revolutions of 
the compressor. 

The Harris pump has a high efficiency, say fifty-five to sixty 
per cent., and requires but little attention during its operation. 
It may be adopted for shaft pumping by installing it in several 
units, one above another, according to the total lift. 

The Halsey pneumatic pump is also made by the Pneumatic 
Engineering Co. It has a single, submerged tank, with a simple, 
automatic valve-motion, operated by a float. 

If a displacement pump be required to work in acid water, such 
as frequently occurs in mines containing pyritiferous ore, the 
pressure tanks may be lined with concrete and the other parts 
made of bronze; or the tanks may be replaced by excavations in 
the rock, adjacent to the shaft and lined with concrete or asphalt. 

Air-lift Pump. This, like the displacement pump, is a revival 
of an old principle. Since 1888, in which year Dr. Julius Pohld 
proposed its application for pumping and erected an experimental 
plant, the air-lift has attained considerable prominence. Thus 
far it has been employed chiefly for raising water from deep wells, 
as for water-supply plant, but is applicable to a limited extent 
also for pumping in shafts and for elevating finely divided pulpy 
material mixed with water, such as the slimes and sands of cya- 
nide and concentration mills. 

The pump consists essentially of two pipes: a large colunm 
or delivery pipe and a relatively small air pipe, connected with the 
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compressor receiver. A diagram of the typical form of the ap- 
paratus is shown in Fig. 97. The delivery pipe, open at both 
ends, is submerged in the water to a depth proportionate to, but 
always greater than, the 
height to which the water 
is to be raised. The com- 
pressed-air supply pipe 
passes down to a point 
near the bottom, and ter- 
minates in a nozzle, which, 
directed vertically upward 
by a return bend, is insert- 
ed in the lower open end or 
foot-piece of the delivery 
pipe. (Modifications of 
this arrangement are noted 
hereafter.) 

In some respects the 
operation of the air-lift 
pump is the reverse in 
principle of the method of 
compressing air by the di- 
rect action of falling water. 
As the compressed air 
leaves the small pipe it ex- 
pands and, if the discharge 
pipe is of small diameter, 
tends to form piston-tike 
layers, which rise rapidly, 
alternating with masses of 
water. This is readily 
shown by experimenting 
with glass tubes. But if 
the discharge pipe be of 
large diameter, the air 
should be admitted through fio. 97.— Diagram of Pohl* Air-Lift Pump. 
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a series of ports or nozzles, resulting in a dissemination through 
the rising water of small masses of air or bubbles. The water is 
raised chiefly by the buoyancy of the air; or, expressed diflferently, 
by the aeration of the column of water, which causes a reduction in 
its specific gravity. The action of the pump is due in a small degree 
only to the expansive force and vis viva of the compressed air. It is 
obvious that, before the air is turned on, the water stands at the 
same level inside and outside of the delivery pipe. On entering 
the foot-piece, the air is under a pressure due to the weight of the 
rising column of mixed air and water. As the bubbles of air rise, 
in forcing the water upward, they expand with the decrease in 
head; so that, on reaching the top of the colunm, the com- 
pression is that due only to the weight or pressure of the small 
quantity of water about to issue from the pipe. Thus, the air 
leaves the pump column at a pressure but little above atmos- 
pheric pressure. The initial air pressure required depends on the 
pressure due to head, measured from the nozzle or air ports 
to the surface of the water. If the pressure be too high loss of 
work ensues at the compressor. Should the delivery pipe be 
too deeply submerged, in proportion to the net height of lift, an 
uneconomically high pressure will be required to force the air into 
the foot-piece; and, with an insufficient submergence a larger 
quantity of air will be necessary to produce the velocity of delivery. 

Referring to Fig. 97, let : 
Ai= depth to which the delivery-pipe foot-piece is sunk below the 
normal level of the water, before pumping begins, or when 
the water is at rest; 
^2 = height at which the water stands when the pump is in opera- 
tion; 
H = height of the colunm of mixed air and water, measured from 

the air inlet to the point of discharge; 
L = net height of lift = H — Aj. 

The compressed air enters the foot-piece at a pressure, P, 
corresponding to the head, A,; or, AjX pressure per foot of 
hydraulic head =0.434 h^. Assuming that the water rises in piston- 
like masses — as would be the case with a single air nozzle and a 
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delivery pipe of small diameter — the sum of the lengths of these 
masses in the column H must be theoretically equal to the outside 
solid column of water, h^ (The weight of the compressed air 
contained in the column may be neglected.) But, to overcome 
the frictional resistance and produce flow, the head h^ must be 
greater. Under ordinary working conditions, the net height of 
lift, L, is found to be from 0.5 A, to sayo.65 h^ Taking the second 

value and transposing: A, =—7-; and by substituting in the 

0.65 

L 
expression for the value of P', as above: P' = 0.434 —^=0.67 L. 

50 
If, for example, L be 50 ft., P' = 33.5 lbs., and *2=— T- — 77 ft. 

0.05 

Since the air in the column H is divided into small masses, 
surrounded by water, its expansion during the upward flow may 
be assumed to be isothermal. If P' be its initial pressure, the 

mean pressure for the entire lift = PxNap. log. ^— ),Pand P' 

being absolute pressures. In the above example, taking P as 
15 lbs., P' = 33.5 + 15 =48.5 lbs., whence, the mean pressure = 
17.5 lbs. gauge. 

For starting the pump, the air pressure must be suflicient to 
overcome the normal static head, A„ but, when the flow has begun, 
the pressure required falls to that corresponding to h^ Though 
this difference in pressure (A, — AJ may be considerable, it is 
readily met by temporarily speeding up the compressor. To mini- 
mize fluctuations between A, and h^ the top of the well or sump 
should be extended laterally, in order to furnish a large horizon- 
tal area of water, the level of which would be but little affected 
by stopf)agcs or by variations in air pressure and delivery. The 
throttle valve in the air pipe may be regulated by a float on the 
surface of the water. Care should be taken in the design of the 
foot-piece and in properly proportioning the air pressure to the 
submergence and net lift. Otherwise, air may leak back into the 
sump or outside column of water; and, if this becomes a&uted, 
18 
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much more power and a larger volume of air will be required to 
keep the pump in operation. In such case the eflSciency is greatly 
decreased. 

Since 1889 many experiments by competent engineers have 
been made on the air-lift pump. Among the first were those of 
B. M. Randall and H. C. Behr, on a sixty-foot well, with a stage 
compressor. A summary of these tests is given by E. A. Rix, in 
the Transactions of the Technical Society 0} the Pacific Coast^ Aug. 
3d, 1900, p. 206. In 1894 a series of tests were made at De Kalb, 
111.,* and in 1893 and again in 1896 on four pumps at Rockford, 

lU.t 

The last-named were carefully carried out and the results 
compared in tabulated form. The heights of lift above water- 
level were 66.5, 90, and 91.5 ft., the air pressure being 76 lbs. 
gauge and the submersion, 225 ft. Both air pressure and depth 
of submersion appear to have been unnecessarily great. With a 
compressor of i24-h.-p., the net work done was 24-h.-p., or 
an efficiency of about 20 per cent. With 600 cu. ft. free air per 
minute, 200 cu. ft. of water were pumped, or 3 air to i water. 
The sizes of piping used were: delivery pipes, 4 in., 5 in., and 6 J 
in., with air pipes from i\ to 2 J in. In several of these tests 
the air pipe terminated in a J-inch nozzle. The plan was also 
tried of closing the lower end of the air pipe and discharging the 
air through slot-shaped perforations in the sides near the bottom; 
but the results were inferior to those obtained from the single- 
nozzle opening. Possibly better work would have been done by 
some different arrangement or size of slots; for large pipes and 
volumes of water, at least, the single nozzle has not been found 
satisfactory. 

E. E. Johnson gives a table of the performance of the air-lift 
pump, including consumption of power and theoretical and total 
efficiencies for different height of lift, J from which Table XXXII 
is abstracted: 

* Engineering News, July 12 th, 1894. 
f Ibid., March 4th, 1897. 
t Ibid., April 22d, 1897. 
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Table XXXII 
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These figures represent the work of well-proportioned plant, as 
to depth of submergence and air pressure. It is shown clearly 
that the efficiency of the air-lift falls off rapidly as the air pressure 
and height of lift increase. The higher efficiencies are naturally 
obtained from stage compression. In general it may be stated 
that, under normal conditions and with small lifts, efficiencies 
of from 30 to 35 per cent, are readily obtainable, and may rise to 
45 or 50 per cent., with proper air pressures and ratios of sub- 
mergence to height of lift. 






276 COMPRESSED AIR PLANT FOR MINES 

In 1906 several tests were made at Wandsworth, England, 
on a modified Pohl^ air-lift, with a delivery pipe of increasing 
diameter toward the top. The total height of the delivery pipe 
was 580 ft., of which 324 ft. were submerged, the net lift thus be- 
ing 256 ft. In this case the distance h^ — A, was 69 ft., air pressure 
135 lbs., ratio of volume of free air used to water discharged, 5.8 
and 5.6 .1. The total efficiency was 36 per cent. In view of the 
conditions this is an excellent showing and indicates an advantage 
in using a tapering column pipe. 

The following results of a test made on a 300-ft. well will 
further illustrate this subject :* 

Elevation of discharge above mouth of well 85 ft. 

Depth to water-level during operation of pump 44 

Net lift, water-level to point of discharge 129 

Submergence of delivery pipe 248 ** 

Air admitted to delivery pipe 5 ft. above inlet end. 

Diameter of delivery pipe 3.5 ins. 

** " air pipe 1.25 " 

Volume of water delivered per minute 82.5 gals. 

" *^ free air used per minute 81.8 cu. ft. 

Gauge pressure of air 107 lbs. 

Consumption of free air per cu. ft. of water 7.44 cu. ft. 

Horse-power consumed by compressor 12.1 " " 

Total efficiency 22.3 % 

A number of calculated values for air-lift pumps are included 
in Table XXXm. 

The question of relative sizes of air and delivery pipes has not 
yet been satisfactorily answered. While there are many varia- 
tions in practice, it is probable that ratios of diameter ranging 
from I : 2 up to I : 2 J or 3 will be found suitable. The absolute 
diameters of the pipes are determined on the basis of frictional 
loss caused by the flow of the air and water. A water velocity of 
250 to 300 feet per minute may be assigned for the delivery pij)e. 
The friction losses in air pipes have been discussed in Chapter 
XVI. It should be added that when the water is delivered at a 

* G. C. H. Friedrich, Trans. Ohio Soc, of Mech.^ Elec, and Steam Engrs., 1906. 
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distance from the pump, the additional frictional resistance must 
be determined, and the air pressure and submergence corre- 
spondingly increased. Reference may be made in this connection 
to a paper by H. T. Abrams, in Compressed Air Magazine, Aug., 
1906, p. 4135. 

Table XXXIII 





Volume of Air per 


Submergence, at 




Horse-Power per 


Lift. Feet. 


Cubic Foot 


Sixty per Cent of 

Total Heiffht of 

Delivery Pipe. 


Air Pressure. 


Gallon Water 




of Water. 




per Minute. 










25 


2 


38 


17 


0.0184 


50 


3 


75 


ii 


0.0426 


75 


4.5 


113 


49 


0.0828 


ICX) 


6 


150 


65 


0.1320 


125 


7-5 


188 


82 


0.1910 


150 


9 


225 


98 


0.2544 


175 


IO-5 


263 


"5 


0-3150 


2CX) 


12 


300 


130 


0.3808 



Among the most complete and valuable recent tests of the air- 
lift pump are those made in 1907 by Messrs. Henderson and Wil- 
son at the two 200-stamp mills of the Angelo and Cason mines, of 
the East Rand Proprietary Mines, Limited, South Africa.* At 
these mills both slimes and sands are raised to the settling tanks 
by air-lift pumps, instead of the usual tailings-pumps and wheels. 
The delivery pipes used in the 19 tests recorded were of two kinds, 
viz: 10- to i6-in. pipes of constant diameter, and several pipes 
increasing in diameter from 12 and 14 ins. at the bottom to 14 
and 16 ins. at the top. These pipes did not taper uniformly, as 
this is impracticable; but, for a length of 35 ft. above the air inlet, 
were lined with one inch of wood, which served incidentally to pro- 
tect the metal from the scouring action of the mixture of sands or 
slimes and water. 

The foot-piece used in the earlier tests was flared out and 
closed at the bottom, the water and pulp being admitted through 
4 large ports, 2 J ft. below the air inlet and having a combined 
area of about 200 sq. ins. The air inlet was a single opening, 4 

* The Engineer (London), Jan. loth, 1908, p. 26. 
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ins. diameter. For the later tests, the foot-piece was open at 
the bottom and modified by flaring it out to double the diameter 
of the column pipe, so as to increase gradually the velocity of in- 
flow. And, instead of a single air inlet, a ring of twelve holes, one 
inch square, admitted the air; these holes being cast in an an- 
nular recess a little larger in diameter than the throat of the foot- 
piece. This design gave materially higher efficiencies than that 
first used, as shown by the following table, which, though pre- 
senting the details of only four of the tests made, indicates in 
general the results obtained. 

Table XXXIV 



10 

e 
.2 

c 
o 
U 



8 






Test. 

Number and size of delivery 
pipes 

Submersion in feet 

Lift in feet 

Ratio of submersion to lift . . . 

Gauge pressure of air, lbs 

Kindfof foot-piece 

Throat diameter of foot-piece 

Free air, cu. ft. per minute. . . 

" " per cu. ft. of slimes . . 
Cu. ft. of slimes per minute . . 
Throat velocity, cu. ft. per 

second 

Theoretical horse-power in 

pulp raised 

Horse-power per cu. ft. free 

air compressed 

Air horse-power 

Efficiency, per cent 



I 


2 


3 


4 


Two lo-in. 


Two lo-in. 


One i6-in., 


One 14-in., 






decreasing 


decreasing 






to 14 ins. 


to 12 ins. 


32-75 


35.75 


37.75 


48.85 


32.5 


29-5 


27.5 


27.09 


I.OCQ to I 


1. 21 to I 


1.372 to I 


1.77 to I 


15 


16 


17 


22 


Original 


Original 


Modified 


Modified 


10 ms. 


10 uis. 


13} ins. 


11} ins. 


2256 


1279 


746.48 


846 


7-27 


4.06 


2.74 


2.64 


310 


315 


290 


320 


4.7 


4.8 


4.85 


7-39 


19-3 


17.8 


15.23 


16.6 


.048 


.050 


.053 


.064 


108.72 


64.74 


42.21 


54.14 


17-7 


27.5 


36.15 


30.55 



In the paper from which the above data are abstracted full 
details of all the tests are given. The conditions were modified 
in the progressive tests, as to the ratio of submersion to lift, 
diameter of delivery pipe, and air pressure. As a basis for cal- 
culating the theoretical horse-power represented by the mixture 
of water and pulp raised, the weight of the slimes was determined 
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to be 63.3 lbs., and of the sands, 64.56 lbs., per cu. ft. Thus, 
for the sands, this horse-power was taken to be: 

(Quantity o f sands+ water) X 64.56 X ft. lift ^^r^^r. i-r. 
— .001056 X Q X f t. hft. 

The term "sands" refers to the mixture of water and ore as 
crushed by the stamps, from which the ** slimes " have been 
separated in the milling process. 

Lansell's Air-lift. An interesting modification of the air-lift 
pump, as applied by Mr. George Lansell to pumping water from 
a deep mine shaft in the well-known Bendigo district, of Victoria, 
Australia, may be described here. In the shaft in question water 
has been raised in a series of lifts from a depth of 1,385 feet. Fig. 
98 shows diagrammatically the arrangement of the parts for two 
of the lifts. 

The compressed air is conveyed from the receiver in a pipe, A, 
nmning down the shaft. The water is conducted from the tank 
or sump through a pipe, D, which first passes down the shaft a 
certain distance, depending upon the height to which the water 
is to be raised, and is then connected with an enlarged section of 
pipe, E, at the foot of the column or delivery pipe, B. Thus, 
the piping for each lift has the form of an inverted siphon, through 
the longer leg of which the water is discharged. At the lowest 
point of the siphon a short branch pipe, C, enters from the air 
main. A, the end of this branch being directed vertically upward 
into the foot-piece, E. Before the compressed air is turned on the 
water stands at the same level in the pipes D and B. The effect of 
this arrangement is similar to that produced by submerging in the 
body of water to be raised the lower part of the delivery pipe, as in 
the Pohld air-lift pump. Check valves are placed, as sho\m, in 
the pipes D and C, to prevent air or water from passing back into 
the air pipe or into the tank. A throttle valve is provided in the 
pipe C, for regulating the supply of air as required. The relative 
heights of the various parts are not fixed, the dimensions as shown 
on the sketch indicating substantially the proper depth of the 
inverted siphon below the tanks, and the corresponding height of 
lift; thus, from the tank at the 250-ft. level, the pipe D passes 
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Fig. qS. — Diagnim of Lansell's Air-Lifi Pump for Mine Slulu. 
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down the shaft 140 ft., to the foot of the delivery pipe which dis- 
charges at the surface. A series of lifts may thus be arranged to 
raise the water from any desired depth. The pressure of air is 
the same for all, this pressure being sixty to eighty pounds per 
square inch, or that which is ordinarily furnished for mine 
service. 



CHAPTER XXIII 
COMPRESSED AIR HAULAGE FOR MINES 

For the underground transportation of ore or coal, compressed 
air may be utilized either in locomotives or for driving stationary 
rope-haulage engines. Before taking up the subject in hand, a 
few considerations will be set forth respecting the operation of 
mine locomotives by steam and electricity as well as by com- 
pressed air. Steam locomotives are now much less frequently 
used than formerly for underground haulage, and they can be em- 
ployed only in mines where the trains are conveyed through tun- 
nels or entries directly to the surface, so that stoking may be done 
outside of the mine. Though uneconomical consumers of power, 
steam locomotives are rendered practicable in some collieries 
chiefly by the fact that the fuel is a product of the mines them- 
selves and is therefore chargeable at a low cost. Their principal 
disadvantage lies in the serious vitiation of the mine atmosphere 
caused by the discharge into the workings of the products of 
combustion. Obviously they cannot be employed in gassy or 
fiery mines. 

Electric and compressed-air locomotives divide between them 
a much broader field of operation. Both are applicable to mines 
of all kinds, whether collieries or metalliferous mines; for either 
long or short hauls, from a few hundred feet to several miles; 
they may be used underground in mines worked through shafts, 
where cars cannot be hauled through a tunnel to the surface, but 
must be hoisted on cages, and they do not vitiate the mine at- 
mosphere. For underground haulage in mines containing fire- 
damp, however, electric locomotives must be adopted with cau- 
tion. Although, by the improvements introduced in recent years, 
much has been done to prevent the ocrurrence of serious sparking, 

282 



COMPRESSED AIR HAULAGE FOR MINES 283 

some risk from this cause still exists; and, furthermore, the 
possibility of strong sparking, accompanied by the momentary 
development of intense heat, from short-circuiting or by reason of 
a ruptured conductor, can hardly be averted. 

Compressed-air locomotives were probably first used in the 
works of the Plymouth Cordage Co., Plymouth, Mass., about the 
year 1873; and in Great Britain, for mine haulage, in 1878, 
though these early designs were quite different from those now em- 
ployed, and not very successful. Their introduction in the United 
States proceeded very slowly for some years. Perhaps twenty 
compressed-air locomotives were built previous to 1898, but since 
then they have been applied widely for a variety of service.* 
Expressed in general terms, the plant consists of a compressor 
(usually three-stage), receiver, pipe-line, charging stations, with 
the necessary valves and one or more locomotives. The storage 
tank or tanks carried by the locomotive are charged with a suf- 
ficient volume of high-pressure air for a round-trip run of the 
maximum length required, after which the locomotive returns to 
the nearest charging station for a fresh supply of air. 

The special advantages of compressed air, as compared with 
electric haulage for mines, are: Firsty it may be used in collieries 
with perfect safety, in an atmosphere charged with fire-damp or 
dust, or in dry and heavily timbered workings; second^ since the 
power is stored in the locomotive itself, the system presents the 
maximum degree of flexibility. The locomotives can enter all 
parts of the mine, wherever track is laid, far beyond the limit 
of the supply-pipe line, and are not, like electric locomotives, de- 
pendent upon wiring, which must accompany every foot of ad- 
vance.! For collieries they may be used equally well for the 
haulage of trains on main lines, and for gathering and distrib- 
uting individual cars among the working places; third, the com- 
pressed air costs little or nothing when not in actual use, and its 

♦ Letter to the author from the H. K. Porter Co., Pittsburg, Pa. 

t It should be noted, however, that storage battery and "cable-reel" electric 
locomotives have been introduced in a few cases, both in Europe and the United 
States. The latter has a very limited range of application and can be used for 
short branch lines only. 
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full power or but a fraction of it is available at all times. During 
the unavoidable periods of idleness of the locomotives no power is 
wasted, because, though the compressor may continue in opera- 
tion at a slower speed, it is engaged in storing up power in the 
receiver and pipe-line. Incidentally the exhaust of the locomo- 
tives discharges fresh and cool air into the workings. While this 
is a minor consideration, it improves rather than injures the 
ventilation of the mine. Both electricity and compressed air 
must be looked upon merely as transmitters and distributers of 
power, depending for their production on either steam- or water- 
power as a prime mover. 

At most mines compressed-air haulage is employed only for 
underground transportation, from the stopes or breasts to the foot 
of the hoisting shaft; in other cases, where the mine is worked 
through a tunnel or adit-level, the locomotives haul trains of cars 
direct to the breaker, tipple, or ore-bins, situated on the surface. 
Occasionally, as for example, at the Homestake Mine, Lead, S. D., 
compressed-air locomotives are used for surf ace transportation of 
ore, from the crusher houses at the shaft mouths to the different 
stamp mills; the object being chiefly to reduce the fire risk for th^ 
wooden structures, into and near which the haulage tracks pass. 
For the same reasons many plants have been installed in and 
about manufacturing establishments, containing inflammable 
buildings or materials, such as lumber yards and explosives 
factories or magazines. 

Construction and Operation of the Locomotive. For mine ser- 
vice compressed-air locomotives have either one or two cylindri- 
cal storage tanks. These tanks, with the cylinders, piping, and 
other appurtenances, are mounted on a frame provided with 
springs similar to those of a steam locomotive and carried by 
4 or 6 driving wheels. The 6-wheeI type is used where a 
heavier locomotive or a lighter rail requires the distribution of the 
load over a greater number of points. Fig. 99 illustrates a recent 
design of a four-wheel, single-tank locomotive, as built by the H. 
K. Porter Co. It is made in several sizes, the details of which are 
given in the first four columns of the following table. 
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In the tasl two columns of the above table are details of the 
lypt' of locomolivc shown in side and rear-end elevation in Fig 
100. The one illustrated has 4 X7-in. cylinders and is usee 
on track of ay-in. gauge for hauling mine cars from the under- 
ground loading chutes to ihc shaft stations. The operator's 
seat is detachable, so that the locomotive can be readily trans- 
ferred as required from one level to another, on a cage whose 
platform is 5 ft. long. These two sizes are suitable for genera 


1 


1 
1 








Klr„ ,)„, 

Ber\-ice in metal mines, or for gathering cars from individual 
working places in collieries, to make up trains on main haulage- 
ways. 

A 6-wheel, double-tank locomotive, by the Baldwin Loco- 
motive Works, is shown in Fig. loi. Il has the following dimen- 
sions: gauge. 3 ft.; cylinders, 11 ins. X 14 ins.; main tanks, 2a fU 
7 ins. and ao ft. i ins. X 34 ins. diameter, carrying a pressure 
of 800 lbs.; auxiliarj' tank pressure, 140 lbs.; driving -wheels, 28 
ins.; wheel-base, total, 6 ft. 6 ins.; total weight, 39,050 lbs.. all on 
driving wheels. Another Baldwin locomotive, of the 4-whce] 
type, with 9 X 14-in. cylinders, 5-ft. 6-in. wheel-base, and weighing 
24,350 lbs., is shown in Fig. 102. These builders make a number 
of oth<w sizes of mine locomotive, the smallest weighing 8,000 lbs., 
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and having5ix lo-in. cylinders; track gauge, ,^6 Ins.; lank press- 
ure, 900 lbs., and working pressure 170 lbs. Some of the larger 
sizes arc dcsijfncd for a cylinder pressure of 200 lbs. Compresseti 
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1^^^^^^^ 




- 1 




air mine locomolivcs arc built also by the American Locomotive 
Company. 

Where there arc sharp curves in the track, as is commonly the 
case underground, the wheel-base must be short, say 4 ft. 6 ins. 
to b ft., for a 4-wheel engine. The height over all of the loco- 
motive depends somewhat on the conditions existing in the mine, 
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as to thickness of vein, head-room of the haulageways, etc., and is 
rarely more than 5 or 6 ft. — frequently less. The length varies 
greatly, mainly according to the tank capacity required, and the 
curvature of the gangways. It is usually from 10 to 15 ft. for 
the smaller sizes, up to 20 or 24 ft. for the larger, the widths 
ranging from 3 J to 6 ft. 

Table XXXVI contains the principal data of seven sizes of 
large six- wheel, double- tank locomotives, built by the H. K. Porter 




Fig. 104. 



Co. These comprise the heaviest locomotives designed for under- 
ground mine service. 

Additional details of the construction of compressed-air mine 
locomotives are exhibited in Fig. 103, containing a general plan and 
side elevation of a Baldwin locomotive, with 9 X 14-in. cylinders. 
Fig. 104 shows a half front-end elevation of the same, with half 
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section through frame and left-hand storage tank; and Fig. 105, 
a half rear-end elevation, with section of left-hand tank. 

The tanks have dished or approximately hemispherical ends, 
and are built of extra heavy steel boiler plate; the shells being 
}to}in. thick, with i to i^in. heads. Ring seams are double 
riveted with lap joints; longitudinal seams being butt joints, with 
inside and outside welt strips. As the tanks are generally built 
to carry working pressures of 700 to 800 lbs. per sq. in., the longi- 




Fig. 105. 

tudinal scams have 6 to 8 rows of rivets, to make a joint of not less 
than 75 per cent, of the strength of the plate. It is customary to 
test the tanks to 800 or 1,000 lbs., the factor of safety with plate 
of the usual quality being, say, 3 J. This is considered suiSBcient, 
as there are no strains produced by expansion and contraction, as 
in a boiler. When extremely high pressures are required, tanks of 
large diameter cannot safely be employed, and are replaced by a 
set of heavy seamless steel tubes, 8 tog ins. diameter — for examt)le, 
the Mannesmann tubes. Tubes of this kind, 9 ins. diameter by 
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-J^ in. thick, will cany working pressures of 2,000 to 2,500 lbs. per 
sq. in. A number of them are laid together, bound by belts or 
straps and then enclosed in a light sheet-iron shell, to protect them 
from wet and rust. But these high pressures are unnecessary for 
ordinary systems of mine haulage. 

From the main tanks the air passes into a small auxiliary or 
distributing reservoir and thence to the cylinders. This auxiliary 
tank is merely a section of wrought-iron pipe from 4 to 9 ins. 
diameter and 6 to 1 5 ft. long, with closed ends and laid alongside 
the main tank. By means of an automatic reducing valve, the 
pressure in the small reservoir is adjusted to the requirements of 
the engine. As used on the locomotives of the H. K. Porter Co., 
the reducing valve consists of a double-seated balanced valve, 
operated by a small piston. The air pressure in the auxiliary 
reservoir acts on one side of this piston and tends to close the 
valve. This action is opposed by a powerful external spring, 
which is adjusted to keep the valve open until the normal working 
pressure is reached in the auxiliary reservoir. Then the valve is 
dosed by the air pressure, against the resistance of the spring. To 
provide for the case when the locomotive is using no air (as on a 
down grade or when at rest), a single-seated supplementary valve 
is placed in the pipe between the reducing valve and the loco- 
motive storage tanks. This valve is controlled by the throttle 
lever; being open when the throttle is open, otherwise closed by 
the air pressure. By thus using two valves leakage from main 
tanks to auxiliary reservoir is avoided and a close regulation 
secured. 

The cylinder pressure adopted ranges generally from 125 to 
1 50 lbs., according to the size of cylinder and power required, thus 
being about one-quarter of the pressure in the main tank. From 
the small tank the air passes to the cylinders through a balanced 
throttle valve. This arrangement permits the maintenance of a 
constant working pressure, suited to the needs of the locomotive, 
prevents the waste of aii likely to ensue if air at full tank pressure 
were admitted to the cylinders, and makes the locomotive more 
manageable. The cylinders, moreover, need not be made so 
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heavy as would be required for a high pressure. In starting a 
heavy load excessive slipping of the drivers is avoided, and with 
light loads the reducing valve may readily and quickly be regu- 
lated to produce any desired reduction of pressure. In the opera- 
tion of the locomotive toward the end of the haul, when the press- 
ure in the main tanks falls to that in the auxiliary tank, the 
cylinders take their air directly from the former, and the loco- 
motive will continue to run as long as the pressure remains 
sufl5cient. Sometimes, for long hauls, and when the cross- 
sectional dimensions or sharp curves, or both, of the haulage- 
way do not permit the use of tanks of great length or large 
diameter, a tender carrying a supplementary tank is employed. 

For small-scale work, the air is sometimes admitted to the 
cylinders throughout nearly full stroke, and consequently, as the 
exhaust is at high pressure, the efficiency is lower than it should 
be. This practice is doubtless due to the tendency to use as 
small a motor as possible for the service required, on account of 
the limited head room and narrow, crooked gangways so common 
in mines. Better results are obtained by using a cut-off and in- 
creasing the size of the locomotive and the weight on the drivers. 
This is almost always done with large locomotives. Ample re- 
serve power is available when necessary, since full tank pressure 
can be temporarily admitted to the valve-chests in starting a 
heavy load, or in hauling on steep grades and around sharp curves. 
In using the air expansively, as can be done with properly pro- 
portioned cylinders, there should be no trouble from freezing of 
the moisture. Although the expansion will produce a low cylin- 
der temperature, yet, as the initial working pressure is so much 
higher than is employed for pumps or other compressed-air 
machinery, the expanded air becomes relatively dry, and the force 
of the exhaust is still sufficient to keep the ports clear of accumu- 
lated ice. To this end the ports should be large, straight, and 
short, though ports of ordinary proportions are quite common. If 
high-pressure air were used in the engines, both cylinders and 
pistons would have to be made excessively heavy, and any reason- 
able degree of expansion would produce a degree of cold diflScult 
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to deal with. The cylinders should not be lagged with non-con- 
ducting covering, as is so necessary for steam cylinders, to min- 
imize condensation. By exposing their surface to the warm 
air of the mine, some heat is absorbed. Usually the exterior 
surface of the cylinders is cast with deep corrugations, in order to 
present the largest possible superficial area to the warm sur- 
rounding air. The cylinders are provided with slide valves; 
piston valves, like those used in steam locomotives, would leak 
more because of the dryness of the air. 

On account of the cold produced by the reduction of pressure 
from the main tanks to the auxiliary reser\'oir, and to increase 
efficiency of operation, reheating is found to be advantageous, 
though not essential. It may be accomplished conveniently by 
applying heat to the auxiliary reservoir. If steam be available in 
the mine, a quantity of steam and hot water may be injected into 
this reservoir each time the locomotive is charged. Or, in mines 
where there is no danger from fire-damp, a small reheating ap- 
paratus for burning oil or coke may be carried on the locomotive. 
It is always desirable to warm the reducing valve from the main 
tank, as this is subjected to intense cold. In any case, when the 
air is reheated a quantity of water should be kept in the small 
tank. An incidental advantage of this arrangement is that the 
moisture from the hot water, which passes with the air into the 
cylinders, assists in lubricating the valves and pistons.* 

Pipe-line and Charging Stations. The capacity of the com- 
pressed-air system naturally depends on the length of haul and 
size of locomotives, as influenced by the daily output, weight of 
trains, and gradients of the haulage lines. For short hauls, the 
pipe-line is sometimes omitted altogether, the locomotive return- 
ing each time to the compressor receiver to be recharged. In 
general practice, however, a pipe-line is carried underground, and 
at one or more points charging stations are established. The lo- 
cation and distance apart of these stations is determined by the 
haulage distances and the storage capacity of the locomotive 

♦ E. P. Lord, Paper Read before the Anthracite Coal Operators* Association, 
N. Y.. Oct. 13th, 1897. 
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tanks. It is evident that the last or innermost charging station, 
farthest from the compressor, must be at a point from which the 
locomotive can reach the end of its trip and return for a fresh 
supply of compressed air. For very long hauls, heavy trafl&c, 
or adverse gradients, a charging station may be required at each 
end of the line. 

It is unnecessary to provide receivers inside the mine, though 
this may be done advantageously if the diameter of the supply 
pipe is small. The pipe-line itself is intended to act as a storage 
reservoir, and should be of a diameter which, in proportion to its 
length, will furnish a cubic capacity sufficient to charge the 
locomotive tanks quickly and without serious drop in pressure. 
In other words, when the locomotive is connected with the pipe- 
line, and the charging valve opened, the pressure in the locomotive 
tank and in the pipe, on equalizing (as it must), should not fall 
much below the stated pressure which the locomotive is designed 
to carry. It is, therefore, desirable that the volume of storage, 
represented by the main — or main and receiver — should be at 
least three times the tank capacity of the locomotive. To de- 
termine the necessary storage capacity of pipe-line, or combined 
receiver and pipe-line, several variables must be harmonized, as 
follows:* 

V = storage volume required, in cu. ft. 

V = volume of locomotive tanks, in cu. ft. 
P = pipe-line pressure, in lbs. per sq. in. 

p = desired pressure in locomotive tanks, in lbs. per sq. in. 
^ = residual pressure in locomotive tanks, just before charging, 
in lbs. per sq. in. 

Then: V (P-/>) -7; (p-p'), or V- ^f^ 

For example, let P=900 lbs., ^ = 750 lbs., ^ = 125 lbs., and 

v = ioo cu. ft, from which: 

-. 100(750—125) ,, - 

V— ^^ =416.6 cu. ft. 

900—750 

By transposition, the same formula may be used for finding 

* H. K. Porter Co., " Handbook of Compressed-Air Haulage," 1907. 
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the pipe-line pressure required to produce a given pressure in 
the locomotive tanks. When several locomotives are served by 
the same pipe-line and compressor it is rarely, if ever, necessary 
to design the system for charging more than one at a time. If 
the volumetric capacity of the pipe- line be ample, the relatively 
small drop in gauge pressure on charging is soon recovered by 
the compressor, which, except in plants operating a single locomo- 
tive, is kept in nearly constant operation. In case additional 
locomotives are required after the original installation of the 
system, the same pipe-line may still serve, provided the com- 
pressor be of sufl5cient size to charge it to full pressure at shorter 
intervals. 

The piping, which generally varies in diameter between 3 
and 5 ins. — sometimes 6 ins. — should be of the best material, lap- 
welded, and with sleeve joints made with the utmost care to pre- 
vent leakage. To stop leaks, the sleeves should have annular 
grooves at each end into which soft metal calking is driven if 
required. It is advisable not to bury the pipe alongside the 
track, but to carry it entirely uncovered along one side of the tun- 
nel or gangway, either on the floor or on brackets, so that leaks 
will at once attract attention and be stopped. While an occa- 
sional bend in the pipe-line is advantageous in permitting free 
expansion and contraction, they should not be too numerous, as 
they involve more joints and therefore a greater possibility of 
leakage. 

Charging Apparatus. A common form of apparatus for charg- 
ing the locomotives, as shown in Fig. 106, consists of a vertical 
right-angled connection inserted in the air main by means of a 
heavy tee. This connection has an arm projecting from the main 
a sufficient distance for conveniently coupling to the charging 
pipe of the locomotive. It comprises two parts: a vertical, 
rigid branch, containing a strong, accurately fitted i J- inch gate- 
valve, and a short horizontal pipe, attached to the valve by a 
union and a ball-and-socket or flexible joint, for coupling to the 
locomotive charging pipe. Thus, the locomotive need not be 
stopped at a precise point for charging, but has a foot or two lee- 
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way on its track. When not in use, the flexible connection is 
swung back, out of the way. In the locomotive connection there 
are usually two ball-and-socket joints, together with a check- valve 
close to the tank. 

After coupling on the locomotive, the gate-valve is opened, 
whereupon the air pressure immediately forces together the parts 
of the ball-and-socket joints and makes a perfectly tight connec- 
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tion. As soon as equilibrium is established between the pressures 
in the main and the locomotive tank the gate-valve is closed. To 
break the coupling, the compressed air remaining in the connect- 
ing pipe, between the gate-valve and the locomotive check-valve, 
must first be released. This is done by opening a small ** bleeder 
valve,'* placed just above the gate- valve, as shown in the cut. 
The joints then become loose and are readily manipulated. The 
actual time occupied in charging is very short (usually about 
three-quarters of a minute), owing to the high pressure in the 
main and the relatively large diameter (ij in.) of the charging 
pipe; but, including stopping the locomotive and making the 
connection, i J to 2 J mins. may be allowed. Frequently, charging 
may be done during the necessary delays in shifting cars and 
making up trains. 

Calculation of Motive Power. To determine the motive 
power required for a given output, several factors must be known, 
vIa: the tractive resistance per ton of the loaded cars on a level, 
the resistances due to gradients and curves, the weight of empty 
and of loaded cars, and the number of cars to be hauled in each 
train. The values of these factors are known approximately or 
are readily ascertained, with the exception of the resistances due 
to curvature of track and character of ro(&,dbed. The former has 
been determined experimentally for ordinary surface railways, 
but underground mine track is apt to be roughly laid, with curves 
of varying and irregular radius, and the elevation of the outer rail 
improperly adjusted. With suiSBcient weight on the drivers, 
however, sticking on a curve may be avoided, in the case of com- 
pressed-air haulage, by temporarily admitting to the cylinders a 
little air at full tank pressure, as already noted. In this respect 
compressed-air locomotives possess a material advantage over 
those driven by steam, in which the working pressure is limited 
and practically constant. 

The average tractive force required per ton depends not only 
on the physical condition of the track and roadbed, but on the 
character and state of repair of the running gear of the cars. On 
level mine track the coefficient of rolling friction should usually 
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be taken at from thirty to forty pounds per ton, though it may 
be considerably higher on poorly laid or light track, or at the in- 
stant of starting the load. With mine track in exceptionally good 
condition, the coefficient may be as low as twenty pounds per ton. 
The grade resistance is twenty pounds per short ton, for each one 
per cent, of grade. Not infrequently, the distribution of grades on 
the haulage lines is such that the maximum load is not the resist- 
ance of the loaded trains, which are usually hauled on slight down 
grades, but that of the return trains of empty cars on the adverse 
gradients. To obtain the most economical results, gradients 
should be not over Jto fof i per cent, in favor of the loaded trains. 
With mine track and rolling stock of ordinary character, and a 
grade of 5 to 6 ins. per loo ft., the coefficient of rolling friction is 
nearly the same for a loaded train hauled down as for an empty 
train of the same number of cars hauled up the grade. Heavier 
and even adverse grades often become necessary — sometimes as 
steep as 2^ per cent, to 3 per cent, or more, but they should be 
avoided as far as possible, because the maximum tractive force of 
the locomotive falls oflF rapidly. On a 2 J-per-cent. adverse grade 
the locomotive can haul only about 4 times its own weight, even 
if the track be not slippery. Grades should be reduced on cur\'es. 
Colliery cars, carrying 2^ to 3J tons, will weigh from 1,800 to 
2,30c lbs., while those used in metalliferous mines, where me- 
chanical haulage is employed, vary between, say, 1,000 and 2,000 
lbs. Many cars of the last-named weight are in use, for example, 
in the iron mines of the Northwest. Finally, having ascertained 
as near as possible the values of the diflFerent factors, the proper 
allowance of reserve power, in terms of volume and pressure of 
air, to cover indeterminate additional resistances due to imper- 
fections of track and rolling stock, is a matter of judgment and 
experience. 

With a given air pressure, the capacity required for the loco- 
motive storage tanks depends primarily on the length of round 
trip to be made with a single charge of air. When this distance is, 
say, I to I ^ miles, the tank capacity generally varies between 50 
and 150 cu. ft., according to the load; which, in turn, together 
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with the track and grade resistances, governs the dimensions of 
the cylinders. Cylinders of 5 ins. X 10 ins. up to 9 ins. X 14 ins. 
are commonly used for mine service, the larger sizes being 
adopted for heavy work in collieries. Still more powerful locomo- 
tives are used for some kinds of surface work. In several installa- 
tions, as at mines of the Philadelphia & Reading Coal & Iron Co., 
the compressed-air locomotives have been designed with com- 
pound cylinders. For long runs, of over one and one-half miles, it 
is often desirable to increase the air pressure, rather than build 
tanks of very large size. Another plan is to provide a tender, 
which carries one or more auxiliary tanks, connected with those 
on the locomotive. Very long runs can be made by this means. 

Having determined the total work in foot-pounds to be done 
with a single charge of air, on a run of the maximum length, 
specifications may be obtained from the builders for a locor 
motive of suitable weight, gauge, wheel-base, tank capacity, and 
cylinder dimensions. 

Compressors for Charging Pneumatic Locomotives. For 
compressing the air to the high tension required by pneumatic 
locomotives, the work must be done in at least 3 stages; 
4-stage compressors are sometimes employed for pressures ex- 
ceeding 900 or 1,000 lbs. Efl&cient intercoolers are of course 
placed between the successive cylinders and an aftercooler is 
desirable. Fig. 107 shows the standard type of 3-stage locomo- 
tive charger built by the Norwalk Iron Works Co., for pressures 
up to 1,000 or 1,200 lbs. The air passes from the low-pressure 
cylinder to the lower of the two intercoolers and, thence to the 
intermediate cylinder. From the latter the air is delivered 
through the vertical pipe to the upper intercooler, whence it 
passes through the inclined pipe to the high-pressure cylinder. 
From this cylinder the compressed air is delivered to the receiver 
through the connection indicated under the outer end of the 
cylinder. Other compressors by the same builders are designed 
for pressures up to 3,000 and 4,000 lbs. 

The air end of a three-stage, tandem locomotive charger, 
built by the IngersoU-Rand Co., is shown in longitudinal section 
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i-prcssure intcrcook'r is placed in the lower 
righl-liand corner of the cut. Figs. 1 expand no illuslrale respec- 
tively the low- and high-pressure air ends of a duplex, four-stage 
compressor. In Fig. 109 are the intake and first intormefliatc 
cylinders, and in Fig. 1 10 the second intermediate and high-press- 
ure cylinders, A perspective view of a large compressor of this 
type is shown by Fig. in. 

It will be seen in the sections that the pistons of the high-press- 
ure cylinders are solid rams or plungers, provided with a series 
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Fig. 107- — Norivalk Lotoraoiivc- Charging Compressor. 

of packing rings. These, with the high-pressure valves, must be 
made with special care, to prevent the serious effects of leakage 
of high-pressure air. Even a small percenlage of leakage will 
greatly reduce the volumetric capacity and elTicicncy. Loco- 
motive chargers are also built by the Sullivan Machinery Co. 
and others. 

When the mine is already provided with an ordinary low- 
pressure air plant, for machine drills and other ser\'ice, and which 
has some surplus capacity, a two-stage charging compressor may 
be installed, to take air from ibe low-pressure system and bring it 
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Fir.s. :09 and no,— Ingeraoll-Raod Four-S In gc Locomotive Charger. 
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Up to the tension required for ihc locomolivcs. By ihis arrange^ H 
meni some rcduciion in the cost of the plant may be effected. 1 
Care must be exercised, however, in making such a combination. 1 
If the quantity of air produced by the low-pressure system should 1 
at times be insufficient lo furnish the necessary excess, at ordinary J 
gauge pressure, for the locomotive- charging compressor, ihc latter M 
might be compelled to compress from loo low an initial pressure. ■ 
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This would cause excessive development of heat and, aside from 
the difficulty of maintaining proper lubrication, might possibly 
raise the cylinder temperature to the flashingiwint of the 
oil, thus causing an explosion. This Ina Her has been discussed 
n Chapter XIV. Generally, it is preferable lo install an Indc- 
acndcnt locomotive charger. With such a compressor, the final 
temperature can be kept down to a moderate degree, say, aoo" 
to 300° F., provided the plant is not too small for its work. The 
compressor should be run at a moderate speed, and as the de- 
mand upon it is usually somewhat irregular, causing frequent re- 
ductions of speed, and even occasional stoppages, the air cylinders 
are prevented from becoming over-heated. 
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The capacity of the charging compressor depends on the pipe- 
line pressure to be maintained, the number of locomotives to be 
operated, the cubic contents of the locomotive tanks, the pressure 
carried by the system, and the relation between the charging 
periods. 

Let C= compressor capacity required, in cubic feet of free air 
per minute. 
L= locomotive-tank capacity, in cubic feet of free air per 

minute. 
N= number of charges required in any given time, T. 

N L 
Hence the equation: C«-=- 

For example, if N = 3, L = 5,200 (corresponding to 100 cu. 
ft. of air at 750 lbs. gauge pressure), and T = 60 minutes: 

L=^^ — J- — =260 cu. ft. free air per mmute. 

When the locomotives are charged — ^as they usually can be — 
at approximately equal inter\'als of time throughout the day, a 
single application of the above formula will be sufficient. Other- 
wise, calculations are required to determine the maximum and 
minimum rates of consumption of air. It is hardly necessar)' to 
add that, when the plant is installed at an altitude above sea- 
level, allowances must be made for decreased output, as ex- 
plained in Chapter XIII. 

Examples of Compressed-Air Haulage Plants. In further 
illustration of this subject, some of the details of a few successful 
installations may here be given. 

I. At the Buck Mountain Colliery, Penn., are two 8-ton H. 
K. Porter locomotives, each with 2 tanks, respectively, 1 5 and 1 7 
ft. long, having a combined capacity of 130 cu. ft. of air at 550 
lbs. pressure.* The cylinders are 7 ins. X 14 ins.; wheel-base, 5 
ft. 3 ins. ; gauge of track, 42 ins. ; height, 5 ft. 2 ins. ; length over 
all, 19 ft. A round trip of 5,100 ft. is made in 30 to 40 minutes, 
or 2,500 ft. in 12 to 15 minutes, with trains of 12 cars, on grades of 
J to 4^ per cent., averaging J of i per cent, in favor of the load. 

♦ Mines and Minerals^ July, 1898, p. 538. 
20 
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One locomotive delivers 150 cars per 10 hours, doing the work 
formerly done by 1 5 mules. Weight of cars, 3,400 lbs. empty, and 
10,400 lbs. loaded. A 3-stage Norwalk compressor supplies 
375 cu. ft. free air per minute, at 700 lbs. gauge. Pipe-line, 4 ins. 
diameter and 9,600 ft. long, with a storage capacity of 800 cu. ft. 

Average cost per ton-mile: 1.875 cents for the gross weight 
hauled, or 3.77 cents for net weight of coal. The cost for mule 
haulage under the same conditions was formerly 3.94 and 7.92 
cents, respectively. 

The cost of this plant was as follows: 

Two locomotives 'SiS^S - 

Air line: 9,647 ft. 4 in. pipe $2,894. 

Six charging stations 360. 

Fittings and valves 382. 

Labor cost for erection 998. 

4,634. 

Compressor $2,880. 

Sundries and erection 246. 

Compressor house 256. 

Steam line to compressor 152 . 3,534- 



Total cost •131673. 

2. Empire Mine, Grass Valley, Cal. Several small com- 
pressed-air locomotives, built by Edward A. Rix, are employed in 
the deep levels of the mine, for hauling trains of 5 cars, each carry- 
ing I ton. The maximum distance covered by a round trip is 
about 5,000 ft. Locomotive storage tank measures 36 ins. 
diameter X 48 ins. long, carrying a pressure of 500 lbs. The di- 
mensions over all are only 5 ft. long X 30 ins. wide X 52 ins. high, 
the gauge of track being 18 ins. One of these locomotives (Fig. 
112) is operated by a pair of vertical engines, a chain and sprocket 
drive connecting the crank-shaft with the rear axle. There are 
2 tandem tanks, one of them being carried on a tender. A re- 
heater, provided with a Primus kerosene burner, reheats the air 
after its pressure has been reduced in the auxiliary reservoir. 
Mr. Rix has recently built 3 similar locomotives, but with a single, 
larger tank, for a 3-mile tunnel, near San Francisco. They carry 
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I, GOG lbs. tank pressure, the working pressure being loolbs.; 
each locomotive making a 2-mile round trip, at 6 to 7 miles per 
hour.* 

3. The Peerless Colliery, Vivian, West Va., operated for 
years several H. K. Porter locomotives, with 5Xio-in. cylinders 
and weighing 10,000 lbs. Over all dimensions: 10 ft. 5 J in. long 
X 5 ft. 8 ins. wide X 4 ft. 5 ins. high. Four driving wheels, 23 ins. 
diameter; gauge, 44 ins. Capacity of main storage tank, 47 cu. ft. ; 
pressure, 535 lbs.; charging time, 20 seconds; working pressure, 
125 lbs. Pipe-line, 3 ins. diameter, with a total capacity of 242 
cu. ft. Line pressure, 735 lbs. Trains consist of 6 cars, each 
weighing loaded 8,500 lbs. Grades range from level to 2 J per 
cent., generally in favor of the load. Curves from rooms to haul- 
ageways, 23 ft. radius, though locomotives are designed to work on 
curves as sharp as 15-ft. radius. Length of maximum round trip, 
9,000 ft. ; maximum speed 10 to 12 miles per hour. Cost of each 
locomotive, $1,800. 

4. The following data, concerning one of the plants of the 
Philadelphia & Reading Coal & Iron Co., and compiled by Mr. 
G. Clemens, a division engineer of the Company, are published 
in the catalogue of the Baldwin Locomotive Works: 

a. Shaft level — i locomotive. 

Round trip, 5,200ft. ; grades xV^o t\ ^^ ^ P^^ cent., all in favor 
of load; charging station at each end of run; gauge of track, 44 
ins.; 40-lb. rails; weight of cars — empty, 3,300 lbs., loaded, 8,800 
lbs.; from 15 to 38 cars per trip; total output, 600 cars per 10 
hours. Round-trip time, 12 min.; charging time, i min. A 
round trip and a half can be made with one charging. 

b. Slope level — i locomotive. 

Length of haul, 3,200 ft., of which 700 ft. is on a slope whose 
grade ranges from 4^^ to 5^ per cent. Grade of main gangway, 
tV ^^ TU^^ ^ P^^ cent., in favor of load. Trains of 10 cars are 
hauled on main gangway, and 4 cars on the slope; weights of cars 
same as above. 

Locomotive-tank pressure at start, 600 lbs. ; at end of trip, 

* Compressed Air Magazine ^ Feb., 1908, p. 4747. 
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200 lbs. Average working pressure, i8o lbs. The cost of the 
plant was as follows : 

One Norwalk 3-stage compressor, erected $5,180. 74 

Pipe-line, 4,200 ft., 5 in., including 3 charging stations 2,95 1 . 06 

Two Baldwin compressed-air locomotives and fittings 4*904 • 33 

Alterations in gangways to adapt them for locomotive haulage 665 . 1 7 

Total cost , $13,701 .30 

Daily operating cost, for 180 days in the year $14.69 

Fixed charges, depreciation, repairs, etc., figured at 10 per cent., together 
with cost of steam power 9.00 

Total running expenses per day $23.69 

Cost per car, at 660 cars per day 3.6 cents 

Previous cost of mule haulage per car 5.1 " 

Saving per year, about $j ,800.00 

5. At the Wilson Colliery, of the D. & H. Coal Co., a large 
locomotive was installed by the Dickson Manufacturing Co., hav- 
ing six 26-in. drivers; wheel-base, 7 ft.; cylinders, 9 ins. X 14 ins.; 
gauge of track, 30 ins. The locomotive carries two tanks, 18 ft. 
6 ins. and 15ft. 6ins. X 3oins. diameter, with a capacityof 160 cu. 
ft. of air at 600 lbs. Pipe-line, 4,100 ft. long; pressure, 700 lbs. 
Total charging time, 1 min. 25 sees. After reduction to 125 lbs. 
working pressure the air is reheated. Trains usually consist of 
30 cars, each weighing loaded, 5,850 lbs., though the locomotive 
has a capacity of 50 cars. Grades, from 9 ins. per 100 ft. against 
the load, to 12 ins. per 100 ft. in favor of the load. Round-trip 
time, for 8,200 ft. plus a switching distance of 800 ft., 16 min. 
Cost of haulage per ton-mile, gross, about i J cents. 

6. The Anaconda Copper Mine, Butte, Mont., is provided 
with a number of compressed-air locomotives with 5-in. Xio-in. 
cylinders and weighing 10,000 lbs. Over all dimensions: 
height, 58 ins. ; width, 58 ins. ; length, 10 ft. 4^ ins. ; four driving 
wheels, 23 ins. diam.; wheel-base, 36 ins., designed for curves of 
1 2-ft. radius. Capacityof main tank, 47 cu. ft.; pressure, 550 lbs. 
working pressure, 125 lbs.; charging time, 60 sees. Length of 
haul, 2,400 ft. round trip; load, 6 cars, weighing loaded 3,450 l^s. 
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each ; track nearly level. The locomotives are designed to make 
2 round trips, or 4,800 ft. on i charge, with cold air; but, by re- 
heating with hot water, 3 round trips can be made. 

At the new reduction works of the Anaconda Company, there 
are 13 H.K. Porter locomotives, employed in handling the prod- 
ucts between the different divisions of the plant, which covers 
roughly an area of 2,200 X 2,300 ft., the length of haul ranging from 
1,000 to 7,000 ft. Twelve of the locomotives have the following 
dimensions; weight, 26,000 lbs.; cylinders, 9^ X14 ins.; driving 
wheels, 28 ins.; wheel-base, 54 ins.; main tanks, 132 cu. ft.; 
draw-bar capacity, 5,700 lbs. Another locomotive weighs 
42,000 lbs.; cylinders 12 X 18 ins.; driving wheels, 36 ins.; wheel- 
base, 60 ins.; main tanks, 218 cu. ft.; draw-bar pull, 9,180 lbs. 
Tank pressure, 700 to 800 lbs.; working pressure, 150 lbs.* 

7. The Homestake Mining Co., Lead, S. D., employ under- 
ground 10 H. K. Porter locomotives, weighing 9,500 lbs. and 
measuring over all, 4 ft. 11 ins. high X 3 ft. 3 J ins. wide X 10 ft. 6 
ins. long. Gauge of track, i8ins. They have a detachable rear end 
(similar to those of the Loretto Iron Co., mentioned in the 5th 
column of Table XXXV) to permit of transferring them from 
level to level, on a cage with a 9-ft. platform. At the same mine 
a small locomotive, with 5 x8-in. cylinders (see Table XXXV) 
has been recently installed. This size is found more satisfac- 
tory, for the underground conditions prevailing in the mine, than 
the larger locomotive, with 6Xio-in. cylinders. 

8. Several 4-cylinder, Vauclain compound air locomotives, 
built by the Baldwin Locomotive Works, are in use in one of the 
collieries of the P. & R. C. & I. Co.f Cylinders 5 and 8 ins. X 12 
ins. stroke, with valves of the balanced-piston type. Tank press- 
ure, 600 lbs.; working pressure, 200 lbs. Driving wheels, 24 
ins. ; wheel-base, 48 ins. ; storage tanks, of t\ in. plate, 1 1 f t. 4^ ins. 
and 13 ft. 7J ins. X 31 ins. diameter; auxiliary reservoir, 8 ins. 
diam. X 7 ft. 4 ins. long. Over all dimensions: 6 ft. 4 ins. wideX 

* A detailed description of this haulage plant is given by C. B. Hodges, Cassier's 
Magazine y 1905. 

t Engineering and Mining Journal^ Aug. 19th, 1899, p. 218. 



CX)MPR£SS£D AIR HAUI.AGE FOR MINES 3IZ 

14 ft. long X 6 ft. 6 ins. high; weight, 22,000 lbs. Trains of 32 
cars, each weighing loaded about 9,000 lbs., are hauled on i§- 
per cent, grade, in favor of the load. 

9. At the Aragon Iron Mine, Norway, Mich., is an H. K. 
Porter locomotive. Weight, 7 tons ; height, 5 ft. 2 ins. ; width, 

4 ft. 2 ins.; length, 12 ft., over all. Four 24-in. drivers; wheel- 
base, 48 ins. ; gauge, 22 J ins. ; cylinders, 7X12 ins. ; tank pressure, 
700 lbs. ; working pressure, 140 lbs. ; charging time, 30 to 60 sees. 
Haulage distance, from 1,200 to 4,000 ft. ; pipe-line, 1,800 ft. ; in- 
cluding 750 ft. down the shaft. Locomotive hauls four 20-car 
trains per 10 hrs., from each of 10 loading places. Weight of 
loaded train, including locomotive, 43 tons ; weight empty train, r8 
tons. Compressed air is furnished by a Norwalk 3-stage charger: 
steam cylinders, 14X16 ins.; air cylinders, loj, 7|,and 2f ins. X 
16 ins., compressing 125 cu. ft. free air per minute to 800 lbs. 
At the compressor there are two receiver storage tanks, each 
3x17 ft. 

10. Compressed-air haulage plant at No. 6 Colliery of the 
Susquehanna Coal Co., at Glen Lyon, Penn. Following is an 
abstract of tests made by J. H. Bowden and R. V. Norris.* 
Though the plant is not of the latest pattern, the results given will 
be found useful. 

Compressor: Norwalk, 3-stage; steam cylinder, 20X24 ins.; 
air cylinders, 12 J, 9 J, and 5 ins. X 24 ins.; capacity, at 100 revo- 
lutions, 296 cu. ft. free air per minute, compressed to 600 lbs. 
Main pipe-line at No. 6 shaft, 4,380 ft. long, 5 ins. diameter, with 

5 charging stations, and capacity of 608 cu. ft. Branch line, in 
No. 6 slope, 3,100 ft. long, 3 ins. diam., with 3 charging stations, 
and capacity of 1 59 cu. ft. 

Locomotives: two, by H. K. Porter Co.; weight, 8 tons; tank 
capacity, 130CU. ft.; pressure, 550 lbs. reduced to 160 lbs. in an 
8-in. auxiliary reservoir, of 4.2 cu. ft. capacity. Cylinders, 7 X 14 
ins. ; four 24-in. drivers. 

At No. 6 shaft the run averages 4,000 ft. each way, on J to 2 J- 
per cent, grades, averaging about i per cent, in favor of the load. 

♦ Transactions American InstUtUe of Mining Engineers, Vol. XXX, p. 566. 
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Run at No. 6 slope averages 2,100 ft., with nearly the same 
grades. Cars weigh 2,800 lbs. empty, and about 9,800 lbs. 
loaded, and are hauled in trains of 12 to 20. The shaft loco- 
motive hauls about 355, and the slope locomotive 320 cars, per 10 
hours, doing the work of 32 mules. Tests on the compressor 
showed 150 indicated horse-power at 131 revolutions, compress- 
ing 387.8 cu. ft. free air per minute. 

The combined capacity of both pipe-lines is 767 cu. ft., 
which, at 600 lbs. gauge pressure, is equivalent to 32,500 cu. ft. 
free air. Capacity of locomotive main and auxiliary tanks, 134.6 
cu. ft. At 508 lbs. (at which pressure the tanks equalize with the 
mains, the initial pressure being 600 lbs.), this is equivalent to 
4,845 cu. ft. free air. In standing 12 hours, the pipe-line pressure 
falls to 350 lbs., the loss per hour from leakage thus being 974 cu. 
ft. free air, or 4.18 per cent, of total air compressed. 

Table XXXVII 

Air Consumption 



Number of trips, empty 

Number of trips, loaded 

Average number cars per trip, empty 

Average number cars per trip, loaded , 

Average cu. ft. free air per trip, empty , 

Average cu. ft. free air per trip, loaded , 

Average cu. ft. free air per round trip , 

Average cu. ft. free air per ton-mile, on gross tonnage 
Average cu. ft. free air per ton-mile, on net tonnage . 



Shaft Loco. 


No. 2 
Plane. 


No. 3 
Plane. 


3 


10 


3 


10 


15-33 


12.7 


13 
1,724 
1,631 

3»3S5 


13 
5,686 

1,898 
7.584 


1 
"3 


2C 


»3 



Slope 
Loco. 



16 

15 
II. 4 

"•3 
1,230 

599 
1,829 



71 
128 



Average volume free air used by both locomotives per ton- 
mile was : gross, 100 cu. ft. ; net, 180 cu. ft. The greater quantity 
of air used by the shaft locomotives is due to the heavier grades and 
switching required. Another test showed a total consumption of 
223,020 cu. ft. free air, for hauling 676 cars per day. The volume 
of free air apparently compressed for this work was 279,200 cu. 
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ft., of which 83.4 per cent, is accounted for, leaving 16.6 per 
cent, for leakage and slip in the compressor, leakage in air lines, 
and changes in temperature. 

The cost of the plant, omitting boilers, was: 

Compressor and extras •2,955.75 

Two locomotives and extras 5,869. 76 

Pipe-line: 5-in. line, 6,000 ft $2,914.32 

3-in. line, 4,000 ft 1,240.46 4,154.78 

Steam connections to compressor 278. 27 

Material and labor, compressor house and foundations, installing pipe- 
line, etc 1,525-23 

Charging stations 372 .21 

Tota 1 cost $15, 156. 00 

The average cost of operation of entire plant, for 2 years, on 
basis of 170 days' work per year, was $12.60 per lo-hour shift, 
including an allowance of $2.32 for steam for compressor, fur- 
nished by main boiler plant of mine. Adding proportion of 
fixed charges, with interest, depreciation and repairs, the daily 
cost, on basis of 300 days' work per year, would be $18.52 per 
day. For the 2 years, the average cost per ton-mile was as follows : 

Table XXXVIII 

Operating Costs 





1897 <i79 Days). 


1898 (160 Days). 




Daily Ton- 
Bliles. 


• 

1 


Cost per Ton- 
Mile, Cents. 


Daily Ton- 


• 

1 

1 


Cost per Ton- 
Mile, Cents. 


Shaft locomotive, gross tonnage 

Shaft locomotive, net tonnage 

Slope locomotive, gross tonnage 

Slope locomotive, net tonnage 

Both locomotives, gross tonnage 

Both locomotives, net tonnage 


1,485 

•825 

648 

360 

2,133 
1,185 


$11.12 
II. 12 
II. 12 
II. 12 
22.23 
22.23 


0.75 

1-35 
1.72 

3-09 

1.05 
1.89. 


1,521 

845 
720 

400 

2,241 

1,245 


$12.00 
12.00 
12.00 
12.00 
24.01 
24.01 


0.79 
1.42 
1.67 
3.00 
1.07 

1-93 



In these two years the saving over the expense of the mule 
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haulage, previously employed, was $14,218.00, or nearly the total 
cost of the haulage plant. 

II. Following is the cost of a large colliery plant, as given by 
Beverly S. Randolph,* who installed and afterward operated it : 

Three-stage, compound compressor f5>300. 

Pipe line: 5,600 ft., 5 in $5,600. 

3,100 ft., 2 J in 1,700. 

1,000 ft., I J in 300. 

7»6oo. 

Two main locomotives, weight 30,000 lbs 6,000. 

Five gathering-locomotives, weight 8,000 lbs 10,000. 

Two boilers, each 80-horse-power 1,000. 

Installation, labor, and material 4,000. 

Total cost <33»900. 

This plant includes an unusually large number of small 
gathering-locomotives, for collecting cars from the individual 
workings and making them up into trains for the main haulage 
lines. K the locomotive equipment had consisted of four25,ooo-lb. 
engines, costing, say, $2,800 each, and which would do the same 
work, the total cost of the plant would be reduced to $29,100. 
This cost compares very favorably with that of electric-haulage 
plants of the same capacity. 

* Transactions Institution of Mining Engineers (England), Vol. XXVII (1904), 
P- 433- 
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Abrams, H. T., test on air-lift pumps, 277 

Absolute pressure, temperature and zero, 43 

Adiabatic compression, 44, 48-51, 137-139, 142, 143; equation of, 50, 61, 89 

Adiabatic expansion, 213 

Adjustable steam cut-ofF valve, 30 

Aftercooler, 146, 149 

Ainsworth (B. C), hydraulic air compressor at, 189, 190 

Air and steam cards combined, 31 

Air card, 49, 98; elements of, 141, 143; of wet and dry compressors, 51; of stage 
compressor, 88 

Air-cataract valves, 113 

Air compression: at altitudes above sea-level, 164-169; by direct action of falling 
water, 183-193 

Air compressors: belt-driven, 12, 32, 40; builders, list of, 42; chain-driven, 12, 
40; classification of, 8, 9, 10, 12; dry, 50, 51, 58-69; for compressed-air haul- 
age, 300-305; geared, 40, 41; halfnduplex, 16; horse-power of, 134, 135; 
hydraulic, 183-193; makers of (see Compressors); performance of, 133-143; 
water-driven, 32, 34-40; wet, 50-52, 57 

Air engines, 207-219, 228, 230, 236 

Air governors, 150-163 

Air hammer c^Us, 249 

Air inlet, area of, 93, 102; conduit for, 108, 109 

Air inlet valves, 91-109 

Air-lift pumps, 265, 270-281 

Air pressure for machine drills, 246, 247 

Air pressure regulators, 150-163; American, 152; Clayton, 151, 152, 155; In- 
gersoll-Sereeant, 160, 161; Laidlaw-Dunn-Gordon, 161, 162; Norwalk, 153, 
154; Rand, 157; Sullivan, 158, 159 

Air receivers, 144-149; functions of, 145, 146; sizes, 144; underground receivers, 

147 
AUis-Chalmers compressors, 12, 42, 92 

AUis-Chalmers mechanically controlled valve-motions, 123, 124 

Altitudes above sea-level, compression at, 164-169 

American Air Compressor Works, 42 

American air-pressure regulator, 152 

American Institute of Mining Engineers, Transactions a/, 177, 180, 311, 314 

American Locomotive Co. compressed-air locomotives, 288 

American Machinist, 88, 163, 165, 201, 218, 237 

Anaconda Copp)er Mine, compressed-air haulage at, 309, 310 

Angelo and Cason Mills, South Africa, tests on air-Uft pumps, 277-279 

Anthracite Coal Operators Association, Transactions of, 294 

Aragon Iron Mine, Mich., compressed-air haulage at, 311 

Area of air inlet, 93, 102 

3»5 
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Area of discharge valves, 114, 115 

Associaiion of Engineering Societies^ Transactions off 262 

Auxiliary reservoirs for compressed-air locomotives, 292, 293, 294 

B 

Baffle plates for air receivers, 83, 149 

Bailey & Co., Manchester, piston valve, 132 

Baldwin Locomotive Works compressed-air locomotives, 286, 288, 290, 291, 308, 310 

Ball-and-socket joints for compressed-air locomotive charging-station, 296, 297 

Behrj H. C, 219; air-lift pump experiments, 274 

Bell, J. E., experiments by, 245 

Belt-driven compressors, 12, 32, 40 

Bendigo district, Victoria, Lansell's air-lift pump, 279-281 

Bends in air pipe, 206 

Bj6rling,P. R., 53, 66 

Bleeder valve for compressed-air locomotive charging-station, 297, 298 

Bowden, J. H., test on compressed-air haulage plant, 311-313 

Boyle's law, 44 

Buck Mountain Colliery, compressed-air haulage at, 305, 306 

Burleigh compressor, 2 

Burning-point of cylinder oils, 1 73, 1 75 

Burra-Burra Mine, compressor at, 19 

Butte, Montana, compressor explosion, 180 

By-pass for air cylinder, 66 



Cable-reel electric locomotive, 284 

Calumet and Hecla Copper Mine, 3 

Cam-controlled poppet inlet valve, 130, 131 

Canadian Electrical NewSy 189 

Canadian Engineer, The, 184 

Canadian Mining Institute, Transactions of, 223 

Capacity of air for moisture, 220 

Cards, air, 31, 47, 49, 51, 63, 88, 98, 141, 165, 209 

Car{>er, J. B., experiments bv, 247 

Cason and Angelo Mills, South Africa, tests on air-lift pumps, 277-279 

Cassier*s Magazine, 310 

Cataract valves, 112,113 

Causes of freezing of moisture in compressed air, 221 

Cav^ rock drill, i 

Chain-driven compressor, 12, 40 

Champion Iron Mine, experiments at, 246 

Channing, J. Parke, 19 

Charging compressor for compressed-air locomotives, 300-305 

Charging stations for compressed-air locomotives, 294-298 

Charles's law, 45 

Chattering of inlet valves, 94, 96 

Chodzko, A. E., 219 

Choking of air pipes by ice, 221, 223, 224 

Christensen compressor, 41, 42 

"Cincinnati" air-valve gear, 113, 122, 123 

Clack valves, 91, 105 

Clark, D. K., 44 

Classification of compressors, 8, 9, 10, 12 
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Cla3rton compressor, 2, 42; governor for, 151, 152, 155 

Clearance: in compressor cylinder, 63-66, 89, 92, 169; in air engine, 212-217 

Clemens, G., 308 

Clifton Colliery, England, explosion in compressor, 174, 175, 181 

Coal cutters, compressed-air driven, 5 

Colladon, i, 55 

Colliery Guardian^ 223 

Comparison of types of compressors, 17, 19, 22 

Complete expansion, working with, 210, 213 

Compoimd compressed-air locomotives, 300-310 

Compound steam-end for compressors, 22, 24, 27, 29 

Compressed-air drills, 240-249 

Compressed-air engines, 207-219 

Compressed-air haulage, 282-314 

Compressed Air Machinery Co., 32, 42 

Compressed Air Magasirte, 63, 115, 149, 177, 193, 198, 216, 218, 254, 268, 277, 308 

Compressed-air pumps, 223, 252-264, 265; adjustment of air pressure, 259; ef- 
ficiencies of, 250-260; preheating for, 261-263; prevention of freezing in, 
221, 223, 260 

Compressed air, reheating of, 225-239 

Compressed air versus electric transmission, 5, 6; versus steam transmission, 3, 4, 5 

Compressed air versus steam for direct-acting pumps, 252-254 

Compression curve, construction of, 140 

Compression of air, 43; at altitudes above sea-level, 164-169; by direct action 
of falling water, 183-193; heat of, 45; losses in, 44; stage compression, 71, 

^ 137, 138 

Compressors, makers and names of: Allis-Chalmers, 12, 42, 92; Burleigh, 2; 

Chicago Pneumatic Tool Co., 42; Christensen, 41, 42; Clayton, 2, 42; De 
la Vergne, 30; Dubois-Frangois, 2, 52, 91; Franklin, 42, 159; Hanarte, 54; 
Humboldt, 52, 53, 103, 113; Ingersoll-Rand, 9, 13, 30, 32, 37, 41, 42, 152, 300, 
302, 304; Johnson, 65, 102; King-Riedler, 10, 16; Laidlaw-Dunn-Gordon, 
9, 10, II, 12, 14, 15, 42, 58, 59, 60, 92, 95, 113, 121-123; Leyner, 12, 20, 23, 
42, 63, 106, 231; Nordberg, 19, 42, 58, 59, 92; Norwalk, 2, 12, 19, 42, 75, 76, 
92,99,300, 301, 306, 309, 311; Rand, 2, 3, 62, 91, 156; Rand and War- 
ing, 30; Riedler, 12, 24, 25, 113, 114; Sullivan, 12, 42, 81, 82, 124, 158, 233, 301 

Congelation of moisture in compressed air, 69, 220-224, 260, 261 

Consumption of air: by air engines, 216, 217, 228-230; by direct-acting pumps, 
^SS'^S^J by machine drills, 242-247; by pneumatic displacement pumps, 
267-268 

Conveyance of compressed air in pipes, 194-206 

Cooling: modes of, 48, 51; in receivers, 145, 146, 224 

Corliss air valves, 92, 116, 117, 123-125, 163 

Corliss steam-valve motion for compressors, 19, 26, 27, 39 

Couch, J. J., machine drill, i 

Cox, Wm., 198, 254 

Cummings, Chas., system of compressed-air transmission, 218, 219, 264, 269 

Cushioning in machine drills, 246, 249 

Cut-off in air engines, 212-217; nominal and actual, 214-216 

Cylinder dimensions of simple pumps, 254, 255 

Cylinder proportions for compressors, 31, 32 

Cylinder volumes: in stage compression, 77-80; of air engine, 216, 217 



"Dancing" of inlet valves, 94, 96 

D'Arcy's formula for loss of pressure in pipes, 197-201 

De Kalb, 111., tests on air-lift pump, 274 
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Delivery valves, iio-i 15; cataract-controlled poppets, 112, 113; effect of leakage, 

no; poppet type, no, 120, 122, 123 
Deposition of moisture from compressed air, 220-223 
Dickson Manfg. Co. compressed-air locomotives, 309 
Dingier Machine Works, Zweibruecken, 104 
Direct-acting pumps, operation by compressed air, 250-264 
Direct compression by falling water, 183-193 
Discharge valves (see Delivery valves) 
Discharge- valve area, 114, 115 

Displacement piunps, pneumatic, 265-270; consumption of air by, 267, 268 
Dover Iron Co. compressor, 132 
Drills, rock: air pressure for, 32, 245-247; reheaters for, 236; valve motion of, 

248, 249 
Drummond Colliery, compressed-air pumps at, 223 
Dry compressors, 50, 51, 58-69 
"Dry" reheaters, 235, 239 
Dry versus wet compression, 66-70 
Dubois-Frangois compressor, 2, 52, 91 
Duplex compressors, 9, 10, 12, 17, 19, 22, 23 
Duty of machine drills, 245, 247 

E 

East Rand Proprietary Mines, Ltd., tests on air-lift piunps, 277-279 

Ebervale, Luzerne Co., Pa., tunnel at, 203 

Efficiencies of air-lift pumps, 274-278 

Efficiencies of direct-acting compressed-air pimips, 258-260 

Efficiency of compressors, 19, 55, 84, 86, 98, 107, 134-139, 188, 192 

Efficiency of reheating, 227-230 

Electric versus compressed-air haulage for mines, 282-284, 314 

Electric versus steam locomotive haulage for mines, 282 

Empire Mine, Grass Valley, Cal., compressed-air haulage at, 306, 307 

Engineer f The (London), 277 

Engineering and Mining Journal , 184, 188, 192, 246, 263, 310 

Engineering News^ 65, 274 

Expansion curves, air and steam, 208, 209 

Explosions in air compressors and receivers, 1 71-182 

Externally heated or "dry" reheaters, 235 



Fergie, Chas., 223 

Final temperature of air compression, 139, 140, 172, 173, 175, 176, 179 

Flash and ignition points of cylinder oils, 1 73, 1 75 

Four-stage compressor, 300, 301, 303 

Fowle machine drill, i 

Franklin compressor, 42 

Franklin pressure regulator and unloader, 152, 159 

" Free " air, 43 

Freezing of moisture in compressed air, 69, 220-224, 260, 261 

Frictional losses in compressors, 19, 73, 86, 133, 136, 214 

Frictional resistance in air pipes, 195-206; due to bends, 206 

Friedrich, G. C. H., tests on air-lift pumps, 276 

Frizell, J. P., 184 

Fuel cost of reheating, 229, 230, 231, 239 

Full pressure in air engines, working with, 210, 211 

Functions of air receiver, 145, 146, 148 
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Gay-Lussac's law, 45 

Geared compressors, 40, 41 

Glen Lyon, Pa., Colliery, compressed-air haulage at, 31 1-3 13 

Goleta Mining Co. water-driven compressor, 32 

Governors, air, 150-163; American, 152; Clayton, 151, 152, 155; Ingersoll- 

Sergeant, 160, 161; Laidlaw-Dunn-Gordon, 161, 162; Norwalk, 153, 154; 

Rand, 157; Sullivan, 158, 159 
Grades of mine haulage tracks, 298, 299, 305-31 1 
Guttermuth air valve, 91, 104, 105 
Guttermuth, experiments on reheating, 230 
Gwin Mine, Cal., pump reheater, 263 



Halsey, F. A., 88, 165, 166, 201, 202 

Halsey pneumatic displacement pump, 270 

Hammer drills, air, 249 

Hanarte compressor, 54 

Harris pneumatic displacement pump, 269, 270 

Haulage by compressed-air locomotives, 282-314 

Heat curves, 47 

Heat losses in compressors, 67 

Heat of compression, 45, 46, 47-51, 56, 61, 71 

Heat, transference of, 48 

Heating of air-cylinder walls, 90 

Henderson, tests on air-lift pumps, 277-279 

Heron & Bury Manfg. Co., 42 

High-pressure transmission of air, as influencing freezing, 222 

"High-range" compressed-air transmission, 218, 219, 264, 269 

HUl, E., 177 

Hiscox, G. D., 214 

Hodges, C. B., 310 

Homestake Gold Mine, compressed-air locomotives at, 284 

Hoosac tunnel, 2, 204 

Horse-power: of air engines, 211-217; of air-lift pump, 275; of compressors, 86, 

137-140, I43» 1S8, 192 
Horse-power per cu. ft. of free air, 135, 138 
Humboldt compressor, 52, 53, 103, 113; rubber-ring valve, 103 
Humboldt Machine Works air-cataract valve, 113 
Humidity of atmospheric air, 220, 221 
Hydraulic air compressor, 183-193, 238 



Ignition-points of cylinder oils, 173, 175 

IngersoU-Rand Co.: compressor, 9, 13, 30, 32, 37, 41, 42, 152, 300, 302, 304; 

tercooler, 81; receiver, 146; steam regulator, 155, 160, 161 
Ineersoll-Sergeant piston-inlet valve, 92, loi, 108 
Injection water: effects of, on air cylinder, 67; quantity of, 56; temperature of, 55, 

56 

Inlet air, arrangements for admitting, 108, 109 

Inlet valves, 90-109; area of, 93, 102; chattering of, 94 

Institution of Civil Engineers (London), Proceedings oj^ 184 
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Intercoolers, 72, 75-90, 100; Ingersoll-Rand, 81, 86, 87; Leyner, 83, 85; Norwalk, 

76, 81; Schram, 84; SuUivan, 81, 82; volume of, 78, 84 
Internally fired reheaters, 234 
Isothermal compression, 45, 47, 48, 49, 50, 51, 133, 134, 135, 138, 139 



Jeddo (Pa.) mining tunnel, compressed-air transmission in, 203 
Johnson compressor, 65 ; air valves of, 102, 103 
Johnson, E. E., on performance of air-lift pimip, 274, 275 
Joule's heat unit, 46, 142, 143 



Kennedy, Alex. B. W., reheating tests by, 229, 239 

King-Riedler compressor, 10, 16 

Knight water-wheel, 32 

Knowles Steam Pump Works, 42 

Kootenay (B. C), hydraulic air compressor at, 189, 190 

KOster piston air valve, 132 



Laidlaw-Dunn-Gordon Co.: compressor, 9, 10, 11, 12, 14, 15, 42, 58, 59, 60,92, 
95, 113, 121-123; "Cincinnati" valve gear, 113; mechanically controlled 
valve motions, 121, 122, 123; poppet inlet valve, 95; pressure regulators, 
161, 162 

Lansell's air-lift pump for shafts, 279-281 

Latta-Martin displacement pump, 268 

Leakage of compressed-air pipe Unes, 198, 202, 205, 312, 313 

Leaky air piston, effect of, 89, 177, 179 

Leaky discharge valves, 176, 177, 179 

Lees, T. G., 61 

Lens Colliery, France, compressor air valve motion at, 130, 131 

Leyner compressor, 12, 20, 23, 42, 63, 106, 231; intercooler, 83, 85; reheater, 231 

Lightner Mine (Cal.), reheating at, 238 

Locomotives, compressed-air, 282-314; construction and operation, 284; cylinder 
pressures, 292, 294 

Locomotive charging compressors, 300-305 

Lord, E. P., 294 

Loss of head in pipe transmission, 195-204; of power, 194 

Loss of volumetric capacity due to piston clearance, 62, 63, 65, 66 

Losses in air compression, 133-136 

Losses in transmission piping, 194-206 

Lubrication of air cylinders, 69, 171, 173, 175, 177, 181 

Lubricators, sight-feed, 181 

M 

Machine drills, 240-249; consumption of air by, 242-247; duty of, 245-247; 

valve motion of, 248 
Magog (Province of Quebec) hydraulic air compressor, 184-188, 189 
Mallard, M., 210 
Mannesmann tubes for high air pressures, 291 
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Mansfeld copper mines, underground receivers at, 147 

McKieman Drill Co., 42; air-pressure regtilator, 152 

McLeod, C. H., 188 

Mean pressures in air compression, 139, 143 

Mechanical Engineer^ Assocn, of the WUwaUrsrand^ Trans, of^ 219, 247 

Mechanically controlled air valves, 91, 93, 116; AUis-Chalmers, 123, 124; American, 
126; Clayton, 126; disadvantages for delivery valves, 117, 123; for high alti- 
tudes, 168; Franklin, 126; Laidlaw-Dunn-Gordon, 122, 123; Nordberg, 118, 
120, 121; Norwalk, 118, 119; Riedler, 126-130; Rix, 126; Sullivan, 124, 125 

Menck and Hambrock cataract valve, 113 

Merrill pneumatic pump, 266-268 

Meyer steam valve gear, 9 

Meyer, R., air-cataract valve, 113 

Mines and Minerals^ 192, 247, 305 

Mining and Metallurgy ^ 245 

Modem Machinery ^ 219 

Moist air, effect of, in compression, 67, 68, 69 

Moisture in air, 61, 69, 145, 147, 149, 220-224 

Mont Cenis tunnel, 1,2; speed of advance in, 2 

Morning Mine, Mullan, Idaho, compressor plant at, 36, 38-40 

Mule haulage, cost of, 306, 309, 312 

Mushroom valve, 94, 95, 100 



"»,'* valves of, 48, 50, 51, 61, 89, 134, 137, 138, 142 

Neumann and Esser piston air valves, 132 

New York Air Compressor Co., 42 

New York Aqueduct, explosion in compressor, 177 

Nicholson, J. T., experiments by, 238 

Nominal and actual cut-ofifs in air engines, 214-216 

Non-conducting covering for air pipe, 236, 237, 238 

Nordberg compressor, 19, 42, 58, 59, 92; air-pressure regulator, 162, 163 

Norris, R. V., tests on compressed-air haulage plant, 31 1-3 13 

North Star Mine (Cal.), compressor at, 36; reheating at, 237 

Norwalk compressor, 2, 12, 19, 42, 75, 76, 92, 99, 300, 301, 306, 309, 311; inter- 
cooler, 76, 81; poppet inlet valve, 94; "skip-valve," 99, 100; pressure regu- 
lators, 152, 153, 154; receiver, 145 

Norwich (Conn.) hydraulic air compressor, 193 



Ohio Society of Mech.^ Elec., and Steam Engineers f Trans, of^ 276 

Oil-cataract delivery valves, 1 12, 1 13 

Oils, lubricating, 171, 173, 174, 175, 177, 181; flash and ignition points, 173, 175; 

oxidation of, 172, 173, 175 
Operation of compressors: stage, 75-90; steam-driven, 28 
Output of compressors, 17, 39, 40, 63, 65, 67, 84, 86, 134-139, 167, 168, 188, 192 



Paris Pneumatic Supply Co., 84, 229, 231 
Partial or incomplete expansion in air engines, 212 
Peerless Colliery (W. Va.), compressed-air haulage at, 308 

21 
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Pelton water-wheel, 32, 36, 37, 38 

Pefioles, Compafiia de, compressor at, 41 

Performance of air compressors, 133-143, 167, 188, 192 

Phila. and Reading C. and I. Co. compressed-air locomotives, 300, 308, 310 

Pipe line for compressed-air haulag;e, 294; calculations for, 295 

Pipe, nominal and actual diameters, 197, 201; bends in, 206; joints in, 205; 

leakage, 198, 205, 312, 313; precautions in laying, 205 
Piston air valves, 132 

Piston clearance in air-compressor cylinders, 62-66, 70, 92 
Piston clearance in air engines, 214-217 
Piston inlet valves, Ingersoll-Sergeant, 92, loi, 108 
Piston speed of compressors, 49, 53, 54, 55,61,71, 88, 93» "S 
Plymouth Cordage Co., compressed-air locomotive at, 283 
Pneumatic displacement pumps, 265-270; consumption of air by, 267, 268 
Pneiunatic Engineering Co., 269, 270 
Foh\6 air-lift pump, 270-278 
Pohl^, Dr. Julius, 270 
Pokorny and Wittekind piston air valve, 132 
Poppet valves, 91, 94-100; cam-controlled, 130, 131; inertia of, 93, 94; sticking 

of, 99 
Port area for air cylinders, 93, 102, 105, 114, 115 
Porter, H. K., Co., compressed-air locomotives, 283, 284-286, 289, 290, 292, 295, 

305» 308, 310, 311 
Preheating for compressed-air pumps, 261, 263 
Prescott steam pump, 252 
Pressure of air as influencing freezing, 222, 223 
Pressure regulators, 150-163 

Prevention of freezing of moisture, 221, 222, 260, 263 
Proportions of compressor cylinders, 31, 32 
Protection from freezing of surface air piping, 224 
Pumping by direct action of compressed air, 265-281 
Pumps, direct-acting, 250-252; com]x>und pumps operated by air, 261-264; 

cylinder dimensions, 254; duty of, 256, 257; terminal and mean air pressures, 

257; volume of air consumed, 255-258 
Pumps operated by direct action of compressed air, 223, 250-264; air-lift pumps, 

270-281; pneumatic displacement pumps, 265-270 
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Rand compressor, 2, 3, 62, 91, 156; reheater, 233 

Rand mechanical air valve gear, 91 

Randall, B. M., experiments by, 274 

Randolph, B. S., 314 

Rating of compressors, 133, 134 

Rawhide pinions for geared compressors, 41 

Receiver aftercoolers, 146, 149 

Receivers, air, 144-149; bafl?e-plate for, 149; functions of, 145, 146; sizes of, 144; 

underground receivers, 147, 223, 259 
Reducing valves for compressed-air pump, 259 
Reduction of pressure as influencing deposition of moisture, 223 
Re-expansion line of air card, 14 
Regulation of compressors, 17, 19, 22, 28, 30 
Regulators, air-pressure, 150-163 
Reheaters for compressed air, 231-239 
Reheating compressed air, 225-239, 261-264, 294 
Resistance due to bends in air piping, 206 
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"Return air" system of transmission, 218, 219, 264, 269 

Richards, Frank, 75, 78, 108, 149, 201, 202, 218, 226, 237, 254 

Riedler compressor, 12, 24, 25, 113, 114; "express" discharge valve, 113, 114; 
mechanically controlled valves, 126-130 

Riedler, experiments by, 230 

Riedler steam pump, 252 

Risdon water-wheel, 32, 33, 34, 35 

Rix Compressor and Drill Co., 42 

Rix compressor. North Star Mine, 36; compressed-air locomotive, 306 

Rix, E. A., on compressed-air pumps, 258, 260-263, 268, 274 

Rock drills, air pressure for, 32, 245-247; consumption of air by, 242-247; re- 
heaters for, 236; valve motion of, 248 

Rockford, 111., tests on air-lift pump, 274 

Rose, A. H., 192 

Rose Deep Mine, South Africa, experiments on rock-drills at, 245-246 

Rubber ring inlet valve, 103, 104 



Saunders, W. L., 47, 63, 67, 70, 115, 175, 239 

Schneider & Co., Creusot, 91 

Schram intercooler, 84 

Schuechtermann and Kremer oil-cataract valve, 113 

Schuetz, G. A., Wurzen, air-cataract valve, 113 

Sergeant reheater, 232, 233 

Seymour, L. I., experiments on rock-drills, 245 

Shetucket River, Conn., hydraulic air compressor, 193 

Sibley Journal of Engineerings 233 

Single-stage compression, work of, 134, 135 

" Skip-valve " for Norwalk high-pressure air cylinder, 99, 100 

Slimes and sands pumped by air-lift, 277-279 

Soap and water for cleaning air cylinders, 181 

Sommeiller, i; compressor, 2 

South African Association of Engineers, Trans, of, 245 

Specific heat of air: at constant pressure and volume, 48, 142 

Speer, F. W., 192 

Spiral-weld steel air pipe, 205 

Spool versus tappet valves for machine drills, 248 

Springs for inlet valves, 94; resistance of, 94-99, 107 

Stage compressors, 12, 16, 18, 19, 20, 21, 22, 23, 24-29, 71-89; double-acting, 75; 
for high altitudes, 169; ratio of cylinder volumes, 77-80; single-acting, 74; 
work of, 137, 138 

Steam and air card combined, 31 

Steam-driven, direct-acting pumps, 250-2^2; cylinder dimensions of, 254, 255 

Storage-battery electric locomotives, 283 

Straight-line compressors, 9, 12, 13, 17, 18, 19, 20 

Stroke, length of, for compressors, 31 

Sturgeon air inlet valve, 92, 108, 131 

Submergence of air-lift pumps, 274, 276-278 

Suction valves (see Inlet valves) 

Sullivan compressor, 12, 42, 81, 82, 124, '158, 233, 301; intercooler, 81, 82; re- 
heater, 233-235; valve motions, 124, 125 

Sullivan Machinery Co., 42, 301 

Summers. L. L., experiments by, 245 

Surface air piping, protection of, 224 

Susquehanna Coal Co., No. 6 Colliery, compressed-air haulage at, 31 1-3 13 

Sutro tunnel, Nevada^ compressor at, 52 
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Tailings pumps and wheels replaced by air-lift pumps, 377-379 

Tanks, capacity of, for compressed-air locomotives, 395, 399, 305 et seq. 

Tappet versus spool valves for machine drills, 348 

Taylor, Chas. H., 184; hydraulic air compressor, 184-193, 33S 

Technical Society of the Pacific Coast, Proceedings of, 358, 368, 374 

Temperatures, rate of increase of, in compression, 45 

Temperature, of compression, 40, 44, 4^5i» 53» 55» 5^* ^i, 63, 71, 140, 143, 171, 

178, 179, 338 
Temperatures of expansion, 310, 311 
Temperatures employed in reheating, 337-330, 337, 339 
Temple "electric-air" drill, 6 
Tennessee Copper Co., compressor of, 19 
Theoretical horse-pwwcr required to compress air, 134, 135 
Thermal cost of reheating, 336-230 
Three -stage compression, work of, 137 
Three-stage compressors, 72, 300, 303 
Track resistance of mine cars, 398, 399 

Transmission losses, comparison of air and steam, 4; in pipes, 194-306 
Transmission of power by compressed air, 194-306 
Two-pipe system of compressed-air transmission, 318, 319 
Two-stage compression, work of, 137 
Tunnelling, i, 2, 5 
Turbine wheel for driving compressors, 33 



Underground air receivers, 146, 147, 333, 359 
Underground rehcaters, 236 

Unlo«aacrs for air cylinders, 156-162; Franklin, 159; Ingersoll-Sergeant, 159-161 j 
Laidlaw-Dunn-Gordon, 161; Norwalk, 153; Rand, 156, 157; Sullivan, 158, 

159 
Unwin, W. C, 302, 330 



Valve, adjustable cut-off, for steam, 30 

Valves, air-inlet, 91-109; area of, 93, 103; of Bailey & Co., 133; chattering of, 
94, 96; clack, 91, 105; Corliss, 92, 117, 123-125; of Dover Iron Co., 133; 
Guttermuth, 91; Humboldt rubber-ring, 103, 104; inertia of, 93, 94; Ineer- 
soll-Scrgeant piston inlet, loi, 102; Johnson, 102, 103; K6ster piston vslve, 
132; Laidlaw-Dunn-Gordon, 95; Lens cam-controlled, 130, 131; Leyner 
flat annular, 105, 106, 107; mechanically controlled, 91, 93, 93, 116, 168; 
Neumann and Esser, 132; Nordberg, 42, 58, 92; Norwalk, 94; Pokomy and 
Wittckind, 132; requisites of, 92; resistance of, 94-99, 107, 168; Riedler 
double seat poppet, 126, 128, 130; Schuechtermann and Kremer, 113; Schuetz, 
113; skip-valve, 99, 100, loi, 105, 107; springs for, 93, 94, 95, 96, 97; sticking 
of, 99; Sturgeon, 131 

Valves, air-delivery, 110-115; air-cataract, 113; Allis-Chalmers, 133; area of, 114, 
115; Corliss, 120, 122, 123; Laidlaw-Dunn-Gordon "Cincinnati" valve 
gear, 113; poppet, 1 21-123; Nordberg, 118, 120; Norwalk, 118, 119; oil- 
cataract, 112, 113; Riedler "express," 113, 114; double-seat poppet, 136, 139, 
130 

Valves of machine drills, 348 
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Van Nostrand's Science Series No. 106, Unwin, 202 

Vauclain compound compressed-air locomotive, 310 

Velocity of flow of air in pipes, 180, 202-205 

Victoria Copper Mine, Mich., hydraulic air compressor at, 190-193 

Volume of air for non-expansive working pimips, 255-258 

Volumes and pressures of compressed air, 133, 134, 139; at altitudes above sea-level, 

164-169; influence of reheating on, 226, 228-230, 238 
Vulcan Iron Works, 42 

W 

Wainwright water heater employed as reheater, 263 

Wandsworth (England) test on air-lift pump, 276 

Water-driven compressors, 32, 34, 35, 36, 37-40; at Goleta Mine, 32; at Morning 

Mine, 36, 38-40; at North Star Mine, 36, 38, 39 
Water-wheels for driving compressors: Knight, 31; Pelton, 32, 35; peripheral 

velocity of, 32; Risdon, 32, 33, 34 
Weber, F. C, 216 
Weight and volume of dry air, 44 
Wet compressors, 50, 51, 52-57, 66-70 
"Wet" reheating, 238, 239 
Weymouth, C. R., 239 
Wilson tests on air-lift ptmips, 277-279 
Wilson Colliery, Pa., compressed-air haulage at, 309 
Woodbridge, D. E., 192 
Work done by air engines, 21 1-2 16 
Work done by air-lift pumps, 275 
Work gained by reheating, 227-230 

Work required to compress air, 68, 86, 134, 135; in stage compression, 137, 138 
Worthington, Henry R., 250 
Worthington compound pump at Gwin Mine, 263 



Zahner, "Transmission of Power by Compressed Air," 46, 55, 56, 210 
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Worcester and Atkinson's Small Hospitals, Establishment and Maintenance, 
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Crehore and Squier's Polarizing Photo-chronograph Svo, 
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Grotenfelt's Principles of Modem Dairy Practice. (Woll) zamo, a 00 
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Peabody's Naval Architecture 8vo, 7 50 
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Industrial and Artistic Technology of Paints and Varnish 8vo. 3 00 
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Snow's Principal Species of Wood 8vo, 3 50 
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* Dyvr*! Handbook of Light Artillery. zaxno, 

Eissler's Modem High Explosives. 8ro, 4 00 

* Fiebeger's Text-book on Field Fortification. Large Z2mo, a 00 

Hamihon and Bond's The Conner's Catechism z8mo, z 00 

* Hoff's Elei lentary Naval Tactics 8vo, z 50 

Ingalls's Handbook of Problems in Direct Fire 8vo, 4 00 

* Lissak's Ordnance and Gnimeiy 8vo, 6 00 
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* Elements of the Art of War 8vo. 4 00 
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Peabody's Naval Architecture 8vo, 7 50 
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Dike's Modem Electrolytic Copper Refining 8vo, 

Wilson's Chlorination Process zamo, 
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CHEMISTRY. 

* Abderhalden's Physiological Chemistry in Thirty Lectures. (Hall and Defren) 

8vo, 5 CO 

* Abegff's Theory of Electrolirtic Dissociation, (von Ende) zamo, z 25 

Alezeyefif'3 General Principles of Organic Syntheses. (Matthews) 8vo, 3 00 

Allen's Tables for iron Analysis. 8vo, 3 00 
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Meeting, Z906 8vo, 3 00 

Jemestown Meeting, Z907 8vo, 3 00 

Austen's Notes for Chemical Students zamo, z 50 
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Molecule izmo, 2 50 
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* Danneel's Electrochemistry. (Merriam) i2mo, i 25 

Duhem's Thermodynamics and Chemistry. (Burgess) 8vo, 4 00 
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Properties 8vo, z 25 

Eissler's Modem High Explosives. 8vo, 4 00 

E£Front'8 Enzymes and their Applications. (Prescott) 8vo, 3 00 
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Ottwald'i Canvenalians on Chemistry. Pari Oce. 

Pan Two 

* Palmei'B Pisctlca] Test Book of Cbemistiy 

* Pauli'E Physica! Cbemittry in the Service of Hedi' 
•PenGcld's Notes on DelerminailTe Mineralogy ai 



IRecor. 



d SutiElks 



Tables of Uineiala, Including tbe Use o 

Dameslic Production 

PIciet's Alkaloids and their Chemical Cnostitulioi 
Poole's Calorific Power of Fuebi. ... ... 

PrescDlt and Winslow's Elenunis of Waiar Bacf 
enc« to Sanitary Water Analysia. ,,,... 

• Heisig's Guide 10 Plete-dyeing .8»o, 

Bichards and Woodman's Air. Water, and Food ttDm a Sanitary S(aad|K>iiit..8T0 

RIcketIs and Miller's Botes on Auayina gvo, 

Rideal's Disinfection and the Preiemtion ol Food 8*o, 



!, with Spetia' 



'aEIc 



lentary Manual for the Cheniical LaboritaiT. ■ 

Len»len'a Cyanide Industry. I Le Ckrc) 

Incanmaiibilltiii in Prescripilona. 

1 Pbamucy 



. 8*e. 
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Ruer*8 Elements of Metallography. (Mathewson) (In Preparation.) 

Sabtn's Industrial and Artistic Technology of Paints and Varnish 8vo, 

Salkowski's Physiological and Pathological Chemistry. (Omdorfif) 8vo, 

Schimpf's Essentials of Volumetric Analysis lamo, 

* Qualitative Chemical Analysis 8vo, 

Text-book of Volumetric Analysis. lamo, 

Smith's Lecture Notes on Chemistry for Dental Students 8vo, 

Spencer's Handbook for Cane Sugar Manufacturers i6mo» mor. 

Handbook for Chemists of Beet-sugar Houses z6mo, mor. 

Stockbridge's Rocks and Soils. 8vo, 

* Tillman's Descriptive General Chemistry 8vo, 

* Elementary Lessons in Heat Svo^ 

Iteadwell's Qualitative Analysis. (Hall) 8vo, 

(Quantitative Analysis. (Hall) 8vo» 

Tumeaure and Russell's Public Water-supplies 8vo, 

Van Deventer's Physical Chemistry for Beginners. (Boltwood) zamo, 

Venable's Methods and Devices for Bacterial Treatment of Sewage 8vo, 

Ward and Whipple's Freshwater Biology. (In Press.) 

Ware's Beet-stigar Manufacture and Refining. Vol. I Small 8vo, 

Vol.11 Smallgvo. 

Washington's Manual of the Chemical Analysis of Rocks 8vo, 

* Weaver's Military Explosives. 8vo, 

Wells's Laboratory Guide in Qualitative Chemical Analysis. 8vo, 

Short Course in Inorganic (^tialitative Chemical Analysis for Engineering 
Students. lamo, 

Text-book of Chemical Arithmetic zamo, 

Whipple's Microscopy of Drinking-water 8vo, 

Wilson's Chlorination Process . zamo. 

Cyanide Processes zamo, 

WInton's Microscopy of Vegetable Fooda 8vo, 



CIVIL ENGINEERING. 

BRIDGES AND ROOFS. nYDRAULICS. MATERIALS OF ENGINEER- 
ING. RAILWAY ENGINEERING. 

Baker's Engineers' Surveyfng Instruments. zamo, 3 00 

Bixby's Graphical Computing Table Paper 10^ > 24} inches. 25 

Breed and Hosmer's Principles and Practice of Surveying. 2 Volumes. 

Vol. I, Elementary Surveying 8vo. 3 00 

Vol. 11. Higher Surveying 8vo, a so 

* Burr's Ancient and Modem Engineering and the Isthmian Canal ... 8vo, 3 50 
Comstock's Field Astronomy for Engineers 8vo, a 50 

* Corthell's Allowable Pressures on Deep Foundations zamo, z as 

Crandall's Text-book on Geodesy and Least Squares 8vo, 3 00 

Davis's Elevation and Stadia Tables 8vo, z 00 

Elliott's Engineering for Land Drainage zamo, z 50 

Practical Farm Drainage zamo, i 00 

♦Fiebeger's Treatise on Civil Engineering 8vo, 5 00 

Flemer's Phototopographic Methods and Instruments 8vo, 5 00 

Folwell's Sewerage. (Designing and Maintenance.) 8vo, 3 00 

Freitag's Architectural Engineering 8vo, 3 50 

French and Ives's Stereotomy 8vo, 2 50 

Goodhue's Municipal Improvements zamo, z 50 

Gore's Elements of Geodesy 8vo, 2 50 

* Hauch's and Rice's Tables of Quantities for Preliminary Estimates . . zamo, z 25 

Hayford's Text-book of Geodetic Astronomy 8vo, 3 00 

Bering's Ready Reference Tables. (Conversion Factors) z6mo, mor. 2 50 

Howe's Retaining Walls for Earth Z2mo, i 35 

6 



HUIa't Problenu in Survt^lDa . . 
■ Ij. B.) Tbcorr and Pisitice ol Surveying. . 
'9 rL. J.I Suiici by Aliebnii and Grmphic U 
t, Wlaslon and Pmtt'i PuriKcalioa dI Scwit 
I philocophical Ewy on ProbibiUtits. 



im.lry. . 



I>873.) 



id Biooks's 



l»IQg. . . . 



Svo. 



Panons's Diiposal of Huniciiial Refuse. . Sva, 

PaltoD's TrcatiK on Civil Encineerine Sto. hall luther, 

Reed'i Topagnphiciil Drawing and Skclchint 4ID, 

KidMl't Srtrage and Ihc Boctcrial Purificaiion of SewagB Svc, 

Hlsmci'i Shilt-eiBldniiundei DilBoult CoodlHoiu. (Camlne and Feelel. . Svo. 

Siebcrt and Biggjn'i Uodcm Slonr-cutting and Masoniy Svo. 

Smilh't Manual of Topographical Drawing. iHcHiUauJ )lvo, 

Soptr*) Ail and Venlilatloa a( Subwayi Laiie i2tno, 

Tracy's Plane Sorveyliig iSmo. mor. 

• TnutwiQa't Ciril EnginHr'i Pockal-boot ifimo, mor. 

Vanable'j Garbage Cremaloriei In America 8to, 

Udhodi and Devices for Bactccial TrcatmeniQ/ 5tvit(«. ... ...Svo, 

Walfa Englneeiing and Aichlteclural Jurilpiudeoce. 8vo, 

Uw of Conb 



Lan of OpantlODB Pialinlnary lo Consti 



ition in Engineering and Ai 



Webb's Prohlea 



f Hathematlci ( 



BRIDGES AITD ROOFS. 



Bolki'i Ptactlcal TreallK 01 






iSlefeolomy '.'['.'.'.'..'.'.'. 
n Wood, Iron, and Stow. . 



the Aceompanying DefmnaHoni 
mis in Wood and SteeL 



Modem Fnuned SIrucluies,. . 



Merriman and Jacoby's Text-book on Roofs and Bridges : 

Part I. Stresses in Simple Trusses 8vo, 2 50 

Part IL Graphic Statics. Svo, 2 50 

Part in. Bridge Design 8vo, a 50 

Part IV. Higher Structures 8vo, a so 

Horison's Memphis Bridge Oblong 4to, xo 00 

Sondericker's Graphic Statics, with Applications "to Trusses, Beams, and Arches. 

8vo, 2 00 

Waddell's De Pontibus, Pocket-book for Bridge Engineers. ..... z6mo. mor, 2 00 

* Specifications for Steel Bridges zamo, 50 

Waddell and Harrington's Bridge Engineering. (In Preparation.) 

Wright's Designing of Draw-spans. Two parts in one volume. 8vo, 3 50 



HYDRAULICS. 

Barnes's Ice Formation. 8vo, 3 00 

Bazin's Experiments upon the Contraction of the Liquid Vein Issuing from 

an Orifice. (Trautwine) 8vo, 2 00 

Bovey's Treatise on Hydraulics. 8vo, 5 00 

Church's Diagrams of Mean Velocity of Water in Open Channels. 

Oblong 4to, paper, z 50 

Hydraulic Motors 8vo, 2 00 

Mechanics of Engineering 8vo, 6 00 

Coflin's Graphical Solution of Hydraulic Problems z6mo, mor. 2 50 

Flather's Dsmamometers, and the Measurement of Power zamo, 3 00 

Folwell's Water-supply Engineering 8vo, 4 00 

Frizell's Water-power 8vo, 5 00 

Fuertes's Water and Public Health. zamo, z 50 

Water-filtration Works zamo, a 50 

Ganguillet and Kutter's General Formula for the Uniform Flow of Water in 

Rivers and Other Channels. CHering and Trautwine) 8vo» 4 00 

Hazen*8 Clean Water and How to Get rt Large zamo, t 50 

Filtration of Public Water-supplies 8vo, 3 00 

Hazlehurst's Towers and Tanks for Water-works 8vo, a 50 

Herschel's X15 Experiments on the Carrying Capacity of Large, Riveted, Metal 

Conduits 8vo, a 00 

Hoyt and Orover's River Discharge 8vo, a 00 

Hubbard and Kiersted's Water-works Management and Maintenance 8vo, 4 <'<> 

♦ Lyndon's Development and Electrical Distribution of Wa^er Power. . . .8vo, 3 oo 
Mason's Water-supply. (Considered Principally from a Sanitary Standpoint.) 

8vo, 4 00 

Merriman's Treatise on Hydraulics 8vo, 5 00 

* Michie's Elements of Analytical Mechanics 8vo» 4 00 

* MoHtor's Hydraulics of Rivers, Wellrs and Sluices f»vo, i 00 

Schuyler's Reservoirs for Irrigation, Water-power, and Domestic Water- 
supply Large 8vo, 5 00 

• Thomas and Watfs Improvement of Rivers 4to, 6 00 

Tumeaure and Russell's Public Water-supplies 8vo. 5 00 

Wegmann's Design and Construction of Dams. 5th Ed., enlarged .... 4*0, 6 00 

Water-supply of the City of New York from Z658 to 1895 4to, zo 00 

Whipple's Value of Pure Water Large zamo, z 00 

Williams and Hazen's Hydraulic Tables 8vo, i 50 

Wilson's Irrigation Engineering Small 8vo, 4 00 

Wolff's Windmill as a Prime Mover 8vo, 3 00 

Wood's Elements of Analytical Mechanics 8vo, 3 00 

Turbines 8vo» 2 50 
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MATERIALS OF ENGIITEERinG. 



Baker'i RoBdi 1 



Compound Riiettd GUden at Applied It 

BUck'i UniMd SUtci PubUc Works 

BleinlHECc'i Huiulactun o( Hrdrsulic Ccmtnl 



li and Workmuistilp Employed 



Cbuteh'! 
Du BoiE 



I Mcchuici 



if Eoeinea 



^. Ststitil, 



Zoull 4tO. I 



VoL 11. The SUMSei " ' " -" 

TUeorr of FIeiur« 
•BcktrsCiouaU, Llmee.and PlaBtisra... 

Sionc and CUf prodiuti med In £a(lae(iriac. Un Prepuillaa.) 

Fowlir'B Ordiaarr Fouadationi. .8«o, 

Grases'i Foresi Meosuialion 

Gcich'e Principles o( Americaii ForeitiT.. 

• Cieene'B StructuiiJ Hecbanict.. 

HoJIy and Ladd'a AnalysiB oC IVied Pale 



Joh 



Kidder' 



I In Plep 



d BuUdari* Pockat-book. . . 



Haire'i HodCTD Pigmeoti and Ibalr Vahlcbi 

HarlBiis'i Haodbook on T«Ilng Matariala. {HbddIiii) 
Mauicr*! Ttchnlcal Mechanics 

Menimsn's Mechanics of Malorials. 

• Sicength of Uaterisls 

Melc»ri SleeL A Mononl tot StwI-usen. 

MorrlKin's Hiihiray Eniineerini 

PaltoD'i Fncilcal Treatiie on Foundatiaiis. . 



•t Cone 



I Block 



nufac 



AsphHil PaTcments * 

or Superintend enls of Com tnictlon 101110,10 

r Occurrence. Properliui. and Cw». . . ... 8' 

Sabin's InduEtrlal and Artistic Technolow of Paintt u-l Vinilsh. 8 

•Schwiir*'tt*ne1«fPlneinVlririnFOT«t I" 

Snow's Princiml Specie? of Wood ■ - ■ ■___■ 

SpaMinj'i HTdranll 

T»yli 



RlcherS Hiuidbook 
•Rifs'i Clays: Thi 






and 



nd Thompson's Treallae on Cooirate, Plain and Selnloned. . , 

,,., n'lMaleriaUof Enpneerine. In Three Pniw. 

pArt T. non-nieCaUie Haterlila of EntineerinK and MeUllurir 

Part n. Iron and Sleel - 

Port TIT. A Treatise on Bni»««. Bronies. and Other AUoyt an 



Consli 






iterloit. . 



tory Pfaeliee. tin Pmo.) 



Wood's (De V.) Treatiia on the RetistanCe of lUterfals, and an Appendix on 

the Preservation of Timber 8vo, 2 00 

Wood's (M. P.) Rustless Coatings: Corrosion and Electrolysis of Iron and 

Steel 8vo, 4 00 

RAILWAY ENGINEERIHG. 

Andrews's Handbook for Street Railway Engineers 3x5 inches, mor. z 25 

Berg's Buildings and Structures of American Railroads . . .4to, 5 00 

Brooks's Handbook of Street Railroad Location. i6mo, mor, z 50 

Butt's Civil Engineer's Field-book z6mo, mor. 2 50 

Crandall's Railway and Other Earthwork Tablet. 8vo, z 50 

Transition Curve z6mo, mor. i 50 

* Crockett's Methods for Earthwork Computations 8vo, z 50 

Dawson's "Engineering" and Electric Traction Pocket-book z6mor mor. 5 00 

Dredge's History of the Pennsylvania Railroad: (Z879) Paper » 5 00 

Fisher's Table of Cubic Yards Cardboard* 25 

Godwin's Railroad Engineers' Field-book and Explorers' Guide. . . z6mo, mor. 2 50 
Hudson's Tables for Calculating the Cubic Contents of Excavations and Em- 
bankments 8vo, I 00 

Ives and Hilts'o Problems in Surveying, Railroad Surveying and Geodesy 

i6mo, mor. z 50 

MolitoT and Beard's Manual for Resident Engineers. z6mo, z 00 

Nagle's Field Manual for Railroad Engineers. z6mo, mor. 3 00 

Philbrick's Field Manual for Engineers z6mo, mor. 3 00 

Raymond's Railroad Engineering. 3 volumes. 

VoL I. Railroad Field Geometry. (In Preparation.) 

VoL II. Elements of Railroad Engineering 8vo, 3 50 

VoL IIL Railroad Engineer's Field Book. (In Preparation.) 

Searles's Field Engineering z6mo, mor. 3 00 

Railroad Spiral. z6mo, mor. z 50 

Taylor's Prismoidal Formulae and Earthwork 8vo, z 50 

*Trautwine's Field Practice of Laying Out Circular Curves for Railroads. 

Z2mo. mor. 2 50 

* Method of Calculating the Cubic Contents of Excavations and Embank- 

ments by the Aid of Diagrams 8vo, 2 00 

Webb's Economics of Railroad Construction Large z2mo, 2 50 

Railroad Construction z6mo, mor. 5 00 

Wellington's Economic Theory of the Location of Railways Small 8vo, 5 00 

DRAWING. 

Barr's Kinematics of Machinery 8vo, 2 50 

* Bartlett's Mechanical Drawing 8vo, 3 00 

* " " " Abridged Ed 8vo, z 50 

Coolidge's Manual of Drawing 8vo. paper, z 00 

Coolidge and Freeman's Elements of General Drafting for Mechanical Engi- 

neers Oblong 4to, 2 50 

Durley's Kinematics of Machines. 8vo, 4 00 

Emch's Introduction to Projective Geometry and its Applications. 8vo, 2 50 

Hill's Text-book on Shades and Shadows, and Perspective 8vo, 2 00 

Jamison's Advanced Mechanicaj Drawing 8vo, 2 00 

Elements of Mechanical Drawing 8vo, 2 50 

Jones's Machine Design : 

Part I. Kinematics of Machinery. 8vo, z 50 

Part n. Form, Strength, and Proportions of Parts. 8vo, 3 00 

MacCord's Elements of Descriptive Geometry. 8vo, 3 oc 

Kinematics; or, Practical Mechanism. .. . : 8vo, 5 00 

Mechanical Drawing .4to, 4 00 

VekKity Diagrams. 8vo, i 50 

10 



Mtl^od'i Dttcilptin GeomMTj ,.. Luge ijins, 

• S!iiti«n"i Ducriptin Geomeiiy and Stone-eutting. Sm, 

Induitnal Dnwi&a. (Ttaomp 
Horer'i DeKriptWo Oeoaelij.. . . 
Rud'a TopogniphicBl Dr*«iDg am 
Eeid's CotuH! ID Mochanical Dnit 

Teit-book of UccliBaical DriwinE tad Blemantur UjuUng Dnlta.Svo, 

Robinson's Piiociplct of Mechanism. Bvo 

ScliK«nili >iui Merrill's ElEmmu of Meehaaism. Syo 

Smitb'i (R. S.) Hanuil ol Topograph ico I Drawlne. lUcMIDu). Svo 

Smltb (A. W.) and Mon'e Hachinc Daign. . , . . , .Bvo 

• Titsworth'i Elcmtnts ot Hechanical Draning ObhincSvo 

Wamn'i Drafting InstnimsDls and Operations iimo 

Elemeolsof Dcscriptim Geo meirf. Shadows, and Ptngectivc Sva 

E le me Dta of Midline CoiuCructioo and Drawing Svo 

Eiements ol Plans and Solid Free-hand Geometrical Drawing ilmo 

General PcablEQu of Shades and Shadows 8to 

Manual of Elementarr Problems in the Linear Perapvciiri «f Form am 



SbadoK 
Manual of I 
Plane Probl 
Problen 



■y Prnjattion Drawing. . 






le In DeacrlpUTe Gcometrr. . 



ELECTRICITY AUD PHYSICS. 



lisiory ol Eleciricitj 



It Railway Engineering . . 
□ok of Phrsici. 'Uagie)., . . 
le theorr of Bleetrlcal lfeaiur< 



d ElectTolyeli 

lemical Aaalysii by Elccb 
relesa Telegraphy.. ....... 



Crahore and Squli 



Doleialek'B Theo 



he Lead Accumulator 

olcs aniJ Chomistry. 
rs. and tbe Meaiiuem' 
(Mottetayl 



Bering's Heady Reference Tables (Conversion FactDr»l i6iao, mor, 

• Hobart and Eltii'i High-speed Dynamo Electric Uachinarr 8to, 

Holman's Precision of Measuremenn 

Telescopic Mitmr-scale Method. AdJuiUnenta, and Testa. .. .LargeSro. 

• Kanpetntf '■ Bipeiinieiital Electrical BogjneeTing , 

KiDibrunaer's Testing ol Coatinuoiu-curtant Machine*. 

Landauer"! Spectruia Analysis. (Tiogl») Sro, 

LeChaielier'3 High-temperature Meaiureinenta. (Baudauard — Burgeu;..) 
Lob't Electrochemistry of Organic Compounda. [Loreni) . . 

• Liadoa'B Devebpmenl and Electrical Dlstribotlon of Watar rower . . . 
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* Lyons's Treatise on Blectronugnetic Phenomena. Vols. I. and IL 8vo, each, 6 oo 

* Michie's Elements of Wave Motion Relating to Sound and LighL 8vo, 4 00 

Morgan's Outline of the Theory of Solution and its Results . . .* Z2mo» x 00 

* Physical Chemistry for Electrical Engineers xamo, z 50 

Niaudef 8 Elementary Treatise on Electric Batteries. (Fishback). . . .z2mo« 2 50 

* Nonis'8 Introduction to the Study of Electrical Bngineering 8vo, a 50 

* Parshall and Hobart's Electric Machine Design 4to, half mor. 12 50 

Reagan's Locomotives: Simple, Compound, and Electric. New Edition. 

Large Z2mo, 3 50 

* Rosenberg's Electrical Engineering. (Haldane Gee — Kinzbrunner). .. .8vo. a co 

Ryan, Norris, and Hoxie's Electrical Machinery. Vol. I • .8vo, 2 50 

S^happer's Laboratory Guide for Students in Physical Chemistry xamo, x 00 

* Tillman's Elementary Lessons in Heat 8vo, x 50 

Tory and Pitcher's Manual of Laboratory Physics. Large xamo, 2 wO 

Ulke's Modem Electrolytic Copper Refining 8vo, 3 00 

LAW. 

* Davis's Elements ot Law 8vo, 2 50 

* Treatise on the Military Law of United States. 8vo, 7 00 

* Sheep, 7 50 

* Dudley's Military Law and the Procedure of Courts-martial . . . .Large xamo, a 50 

Manual for Courts-martiaL x6mo, mor. x 50 

Wait's Engineering and Architectural Jurisprudence 8vo, 6 00 

Sheep, 6 50 

Law of Contracts 8vo, 3 00 

Law of Operations Preliminary to Construction in Engineering and Archi- 
tecture 8vG 5 00 

Sheep, 5 50 

MATHEMATICS. 

Baker's Elliptic Functions 8vo, x 50 

Briggs's Elements of Plane Analytic Geometry. (B6cher) xamo, i 00 

* Buchanan's Plane and Spherical Trigonometry 8vo. x 00 

Byerley's Harmonic Functions 8vo, x 00 

Chandler's Elements of the Infinitesimal Calculus xamo, a 00 

Compton's Manual of Logarithmic Computations i amo, x 50 

* Dickson's College Algebra Large xamo, x 50 

* Introduction to the Theory of Algebraic Equations Large xamo, x as 

Emch's Introduction to Projective Geometry and its Applications 8vo, a 50 

Fiske's Functions of a Complex Variable 8vo, i 00 

Halsted's Elementary Synthetic Geometry 8vo, x 50 

Elements of Geometry 8vo, x 75 

* Rational Geometry xamo, x 50 

Hyde's Grassmann's Space Analysis 8vo, x 00 

'*■ Jonnson's (.J- B.) Three-place Logarithmic Tables: Vest-pocket size, paper, 15 

xoo copies, 5 00 

* Mounted on heavy cardboard, 8X10 inches, as 

xo copies, 2 00 

Johnson's (W. W.) Abridged Editions of Differential and Integral Calculus 

Large xamo, x vol. a so 

Curve Tracing in Cartesian Co-ordinates xamo, x 00 

Differential Equations 8vo. x 00 

Elementary Treatise on Differential Calculus Large xamo, z 50 

Elementary Treatise on the Integral Calculus Large xamo, I 50 

* Theoretical Mechanics xamo, 3 00 

Theory of Errors and the Method of Least Squares z amo, z 50 

Treatise on Differential Calculus Large zamo, 3 00 

Treatise on the Integral Calculus Large xamo. 3 00 

Treatise on Ordinary and Partial Differential Equations. . Large z2mo, 3 so 
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id Loiaritbinic tai OUici 



«ly=i 



tics publishEd »p«f*UlT - . 
id Trigonometric Tablas . . 



Hunniac'i Irriliooiil Nuniliert «ad their RipTCHotaHaii bj Sequintci i 

Sttio .... Ill 

Hathenuttciil Honosratitu. Edited by Haiufletd Uerrimui and Robert 

No. I. Hiltoty of Hodera Hatbemndo. b; David Euccde Smilb. 
Ho. 1. Svnlbellc ProJectiTe Gcgraetry, b; George Bruce Hililed, 
Ho. 3. Delerminaals. \>r Ueoii GlBord Weld. Do. 4- Urper- 
boUc Funitigiu. br Jamas HcHabon. No s. Harmonit Funt- 
dons, by WilUam E. Bjtrif. So. 6. Grassounn-i Space Aulnit, 
by Edward W. Byde. Ho. 7. Probability and TbeorT oF Erron. 
by Robert S. Woodward. Ho. S. Vector Aulysia aad Qualernioiu, 
by Aleunder Haclarlaoe. Ho. «. DiSerentlal Bquadoni. by 
WlUJ«m Woolsey Johnaon. So. 10. The Solution ol Equalioni, 
by UanifleU Herrlinap. Ho. II. FuncUonioIaComplei Varlabla, 
by Thoisai S. Fiske. 

Ksufef* TechnicalHichiniei i 

Uerriman'i Helbod ol Least Squuea 8 

Solution ot Equation! 6 

Riee "nd Johnaoii'* Oiflerentiil and Intecral Calcuhit. 1 rob. in one. 



Elementary Treail 
ilth'E Hlilory ol Uo< 
r>blen and Lennee's 



an the Dinerenllal Calcuhu. .. 

n Uathemiillci 

Lroduclion Id the Real InGnlle 



• Witerbiuyi Veit Pi 
Wcld't Diterminatioi 



:ke( Hind-Book of Hathematiet for Engii 



HECRAinCAL ERGHfEERmG. 

MATERIALS OF ENGINEERING, STF.AM.E.\(;tNEH .1 



ilini for BulUiDfi. . , 

Hacbinery. 

:aJDriwin( 



and tbe tithinUD Canal, , 



■ntilating BuildiflBl. tvo, 

Eng'i 



C»rpenlec'B Ei peril 
Beating and V 
Cleri<-9 Gas and Oil 
Complon'i First Lesnns in Metal WorkinK 

Complon and De Groodt'* Speed Ulha 

CooUdge'f Manual of Drawing. 8»o, paper, 

Coolldge and Fceeman'i Elementt ol Oeiunl Draftlnc for Mechanical 

Cromwairi Treatiie on BetU and PoUeyi la 

TreatiMon Toothed Gearing. „ 

Hurley's Kiaematics ot Machino. 1 
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Flather't DTiuunometen and the Memturement of Power xamo. 

Rope Driving lamc. 

Gill's 6m and Fuel Analysis for Engineers lamo, 

Go88*.i I/ocomotive Sparks 8vo, 

Greene's Pumping Machinery. (In Preparation.) 

Bering's Ready Reference Tables (Conversion Factors) x6mo, mor. 

* Hobart and Ellis's High Speed Dynamo Electric Machinery 8vo. 

Button's Gas Engine 8vo, 

Jamison's Advanced Mechanical Drawing Svo, 

Elements of Mechanical Drawing 8vo, 

Jones's Machine Design: 

Part I. Kinematics of Machinery 8vo» 

Part II. Form» Strength, and Proportions of Parts 8vo, 

Kent's Mechanical Engineers' Pocket-book x6mo, mor. 

Kerr's Power and Power Transmission. 8vo, 

Leonard's BSachine Shop Tools and Methods' 8vo, 

* Lorenz's Modern Refrigerating BSachinery. (Pope, Haven, and Dean) . . . 8vo, 
MacCord's Kinematics; or. Practical Mechanism 8vo, 

Mechanical Drawing 4to, 

Velocity Diagrams 8vo, 

MacFarland's Standard Reduction Factors for Gases 8vo, 

Mahan's Industrial Drawing. (Thompson) 8vo, 

* Parshall and Hobart's Electric Machine Design Small 4to, half leather, 

Peele's Compressed Air Plant for Mines 8vo, 

Poole's Calorific Power of Fuels 8vo, 

* Porter's Engineering Reminiscences, 1855 to 1882 8vo, 

Reid's Course in Mechanical Drawing 8vo, 

Text-book of Mechanical Drawing and Elementary Machine Design . 8vo, 

Richard's Compressed Air i2mo, 

Robinson's Principles of Mechanism 8vo, 

Schwamb and Merrill's Elements of Mechanism 8vo, 

Smith's (O.) Press-working of Metals 8vo, 

Smith (A. W.) and Marx's Machine Design. 8vo, 

Sorel's Carbureting and Combustion in Alcohol Engines. (Woodward and Preston) . 

Large X2mo, 

Thurston's Animal as a Machine and Prime Motor, and the Laws of Energetics. 

xamo, 

Treatise on Friction and Lost Work in Machinery and Mill Work... 8vo, 

Tillson's Complete Automobile Instructor i6mo, 

mor. 

* Titsworth's Elements of Mechanical Drawing Oblong 8vo, 

Warren's Elements of Machine Construction and Drawing 8vo, 

* Waterbury's Vest Pocket Hand Book of Mathematics for Engineers. 

2iX5} inches, mor. 

Weisbach's Kinematics and the Power of Transmission. (Herrmann — 
Klein) 8vo, 

Machinery of Transmission and Governors. (Herrmann — Klein).. .8vo, 

Wood's Turbines 8vo, 

MATERIALS OF ENGINEERING. 

* Bovey's Strength of Materials and Theory of Structures 8vo, 7 5a 

Burr's Elasticity and Resistance of the Materials of Engineering 8vo, 7 50 

Church's Mechanics of Engineering 8vo, 6 oa 

* Greene's Structural Mechanics 8vo, a 50 

HoUey and Ladd's Analysis of Mixed Paints, Color Pigments, and Varnishes. 

Large xamo, a 50 

Johnson's Materials of Construction. 8vo, 6 00 

Keep's Cast Iron 8vo, a 50 

Lanza's Applied Mechanics 8vo« 7 so 
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Pmbody and Miller's Sieain-boilen ( 

Pray's Twenty Years with the Indicator. Large f 
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Thurston's Manual of the Steam-engine 2 toIs., 8vo, 10 00 

Part L History, Structure, and Theory Svd, 6 00 

Part II. Design, Construction, and Operation. 8vo, 6 00 

Steam-boiler Explosions in Theory and in Practice xamo, z 50 

Wehrenfenning'sAnalysisandSofteningof Boiler Feed-water (Patterson) 8vo, 4 00 

Weisbach's Heat, Steam, and Steam-engines. (Du Bois) 8to, 5 00 

Whitham's Steam-engine Design. 8vo, s 00 

Wood's Thermodynamics. HeAt Motors, and Refrigerating Machines. . .8vo, 4 00 

MECHANICS PURE AND APPLIED. 

Church's Mechanics of Engineering 8to, 6 00 

Notes and Examples in Mechanics. 8vo, a 00 

Dana's Text-book of Elementary Mechanics for Colleges and Schools. .i2mo, z 50 

Du Bois's Elementary Principles of Mechanics: 

VoL L Kinematics. 8vo, 3 50 

VoL n. SUtics •. 8vo, 4 00 

Mechanics of Engineering. VoL I Small 4to, 7 50 

Vol. U Small 4to, xo 00 

NGreene's Structural Mechanics. 8to, 2 50 

James's Kinematics of a Point and the Rational Mechanics of a Particle. 

Large xamo, 3 00 

* Johnson's ( W. W.) Theoretical Mechanics. xamo, 3 00 

Lanza's Applied Mechanics 8vo, 7 50 

* Martin's Text Book on Mechanics, Vol. I, Statics xamo, x 25 

* Vol. 2, Kinematics and Kinetics . .xamo, 1 50 
Maurer's Technical Mechanics 8to, 4 00 

* Merriman's Elements of Mechanics xamo, z 00 

Mechanics of Materials 8to, 5 00 

* Michie's Elements of Analytical Mechanics 8vo, 4 00 

Robinson's Principles of Mechanism. 8vo, 3 00 

Sanborn's Mechanics Problems Large xamo, x 50 

Schwamb and Merrill's Elements of Mechanism Svo, 3 00 

Wood's Elements of Analytical Mechanics 8vo, 3 00 

Fiindples of Elementary Mechanics zamo, z 2S 

MEDICAL. 

* Abderhalden's Physiological Chemistry in Thirty Lectures. (Hall and Defren) 

Svo, 

▼on Behrlng's Suppression of Tuberculosis. (Bolduan) xamo, 

'*' Bolduan'8 Immune Sera xamo, 

Davenport's Statis:ical Methods with Special Reference to Biological Varia- 
tions i6mo, mor. 

Ehrlich's Collected Studies on Immunity. (Bolduan) Svo, 

* Fischer's Physiology of Alimentation Large xamo, doth, 

de Fursac's Manual of Psychiatry. (Rosanoff and Collins') Large xamo, 

Hammarsten's Text-book on Physiological Chemistry. (Mandel). Svo, 

Jackson's Directions for Laboratory Work in Physiological Chemistry. ..8vo, 

Lassar-Cohn's Practical Urinary Analysis. (Lorcnz") xamo, 

Mandel's Uand Book for the Bio-Chemical Laboratory xamo, 

* PauU's Physical Chemistry in the Service of Medicine. (Fischer) xamo, 

^ Pozzi-Escot's Toxins and Venoms and their Antibodies. (Cohn) xamo, 

Rostoski's Serum Diagnosis, f Bolduan) xamo, 

Ruddiman's Incompatibilities in Prescriptions 8vo, 

Whys in Pharmacy zamo, 

Salkowski's Physiological and Pathological Chemistry. (Omdorff) Svo, 

* Satterlee's Outlines of Human Embryology z2mo, 

Smith's Lecture Notes on Chemistry for Dental Students ttroi 
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Steel's Treatise on the Diseases of the Dog 8vo, 3 50 

• Whipple's Typhoid Fever Large lamo, 3 00 

Woodhull's Notes on Military Hygiene i6mo, i 50 

• Personal Hygiene z2mo» x 00 

Worcester and Atkinson's Small Hospitals Establishment and Maintenance, 

and S ggestions for Hospital Architecture, with Plans for a Small 

Hospital lamo, x 25 



\ 



METALLURGY. 

Betts's Lead Refining by Electrolysis 8vo, 4 00 

Bolland's Encyclopedia of Founding and Dictionary of Foundry Terms Used 

in the Practice of Moulding lamo, 

Iron Founder x2mo, 

•• ** Supplement i2mo, 

Douglas's Untechnical Addresses on Technical Subjects zamo, 

Goesel's Minerals and Metals: A Reference Book x6mo, mor. 

* Iles's Lead-smelting xamo, 

Keep's Cast Iron 8vo, 

Le Cha teller's High-temperature Measurements. (Boudouard — Burgess) x amo, 

Metcalfe Steel. A Manual for Steel-users xamo. 

Miller's Cyanide Process lamo, 

Minet's Production of Aluminium and its industrial Use. (Waldo) . . .xamo, 

Robipe and Lenglen's Cyanide Industry. (Le Clerc) 8vo, 

Ruer's Elements of Metallography. (Mathewson) (In Press.) 

Smith':: Materials of Machines lamo, 

Thurston's Materials of Engineering. In Three Parts 8vo, 

Part I. Non-metallic Materials of Engineering and Metallurgy . . . 8vo, 

Part II. Iron and SteeL 8vo, 

Part HL A Treatise on Brasses, Bronzes, and Other Alloys and their 

Constituents 8vo, 

Ulke's Modem Electrolytic Copper«Refining 8vo, 

Wesfs American Foundry Practice i amo, 

Moulder's Text Book i amo, 

Wilson's Chlorination Process xamo. 

Cyanide Processes i2mo, 

MINERALOGY. 

Barringer's Description of Minerals of Commercial Va!ue Oblong, mor. a 50 

Boyd's Resources of Southwest Virginia 8vo, 3 00 

Boyd's Map of Southwest Virginia. Pocket-book form, a 00 

• Browning's Introduction to the Rarer Elements 8vo, x 50 

Brush's Manual of Determinative Mineralogy. (Penfield) 8vo, 4 00 

Butler's Pocket Hand-Book of Minerals x6mo, mor. 3 00 

Chester's Catalogue of Minerals. 8vo, paper, x 00 

Cloth, X as 

♦ Crane's Gold and Silver 8vo, 5 00 

Dana's First Appendix to Dana's New *' System of Mineralogy. .". .Large 8vo, x 00 

Manual of Mineralogy and Petrography i2mo a 00 

Minerals and How to Study Them xamo, x 50 

System of Mineralogy Laige 8vo, half leather, xa 50 

Text-book of Mineralogy 8vo, 4 00 

Douglas's Untechnical Addresses on Technical Subjects xamo, x 00 

Eakle's Mineral Tables 8vo. x as 

Stone and Clay Products Used in Engineering . ( In Preparat ion . ) 

Egleston's Catalogue of Minerab and Synonyms 8vo, a 50 

Goesel's Minerals and Metals : A Reference Book x6mo,mor. 300 

Groth's Introduction to Ch«niical Crystallography ( M ars h a l l) xamo, i as 
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*IddinK8'8 Rock Minerals 8vo, 

JohanniMm'B Detenniiuitioii of Roek-fbniii]i£ Hinenls in Tliin Sectioof 8vo, 

* Martin's Laboratory Guide to Qualiutive Analysis with the Blowpipe, lamo, 
Merrill's Noxi-metallic Minerals: Their Occurrence and Uses 8to, 

Stones for Building: and Decoration Svo, 

* Penfield's Notes on DeterminatiTe Mineralogy and Record of Mineral Tests. 

8to, paper. 

Tables of Minerals, TnfJodlng tbe Use of ^mnmrau tnd Statistics of 
Domestic Production 8vo. 

* Pirsson's Rocks and Rock Minerals iimo, 

* Richards's Synopsis of Mineral Characten lamo, mor. 

* Ries's Clays: Their Occnmnce, Properties, and Uses. 8vo, 

* Tillman's Text-book of Important Minerals and Rocks. 8vo. 

MINING. 

* Beaxd's Mine Oases and Explosions Lar^e xamo, 

Boyd's Map of Southwest Virginia Pocket-book form . 

Resources of Southwest Virginia. 8vo, 

* Crane's Gold and Silver 8vo, 

Douglas's Untechnical Addresses on Technical Subjects xamo. 

Eissler's Modem High Explosives. 8vo, 

Goesel's Minerals and Metals : A Reference Book x6mOi mor. 

Ihlseng's Manual of Mining 8vo« 

* Bes's Lead-smelting z2mo, 

Miller's Cyanide Process xamo, 

O'DriscoU's Notes on the Treatment of Gold Ores 8vo, 

Peele's Compressed Air Plant for Mines 8vo, 

Riemer's Shaft Sinking Under Dlttcttlt Conditions . (Corning and Peele) . . . 8vo, 
Robine and Lenglen's Cyanide Industry. (Le Clerc) 8vo, 

* Weaver's Military Explosives 8vo, 

Wilson's Chlorination Process. xamo. 

Cyanide Processes xamo, 

Hydraulic and Placer Mining, ad edition, rewritten xamo, 

Treatise on Practical and Theoretical Mine Ventilation xamo, 

SANITARY SCIENCE. 

Association of State and National Food and Dairy Departments, Hartford Meeting, 

X906 8vo, 

Jamestown Meeting, 1907 8vo, 

* Bashore's Outlines of Practical Sanitation lamo, 

Sanitation of a Country House xamo. 

Sanitation of Recreation Camps and Parks xamo, 

Folwell's Sewerage. (Designing, Construction, and Maintenance) 8vo, 

Water-supply Engineering 8vo, 

Fowler's Sewage Works Analyses xamo, 

Fuertes's Water-filtration Works xamo. 

Water and Public Health xamo, 

Gerhard's Guide to Sanitary House-inspection x6mo, 

* Modem Baths and Bath Houses 8vo, 

Sanitation of Public Buildings xamo, 

Hazen's Clean Water and How to Get It Large xamo. 

Filtration of Public Water-supplies 8vo, 

Kinnicut, Winslow and Pratt's Purification of Sewage. (In Press.) 

Leach's Inspection and Analjrsis of Food with Special Reference to State 

Control 8vo, 

Mason's Examination of Water. (Chemical and Bacteriological) xamo, 

Water-supply. (Considered Principally from a Sanitary Standpoint) . . 8vo, 
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* Morriiiuui't Bltmtnti of Suiitary Enfinotrinf Swo, 

Ogdtn't Sewer Deeign. lamo, 

PftnoM'8 Dispotal of Mnniclpal Kefoao Bro^ 

PreicotI and Wimlow't Blementi of Water Bacteriology, with Special Refer- 
ence to Sanitary Water Analyili. lamo, 

* Price's Handbook on Sanitation. xamo, 

Richarda's Coat of Food. A Study in Dietaries xamo. 

Coat of living as Modified by Sanitary Science. zamo, 

Coat of Shelter lamo, 

* Richards and Williams's Dietary Computer 8vo, 

Richards and Woodman's Air, Water, and Food from a Sanitary Stand- 
point 8to, 

Rideal's Disinfection and the Preservation of Food Svo, 

Sewage and Bacterial Purification of Sewage Svo, 

Sopor's Air and Ventilation of Subways . Large lamo, 

Tumeaure and Russell's Public Water-supplies Svo, 

YenaUe's Gaxbage Ciematories in America Svo, 

Method and Dericee for Bacterial Treatment of Sewage 8to, 

Ward and Whipple's Pieshwater Biology. ( In Press. ) 

Whipple's Microscopy of Drinking-water Svo, 

* Typhod Fever Largo zamo, 

Value of Pore Water Large lamo, 

Winslow's Bacterial Classification. (In Press.) 

Winton's Microscopy of Vegetable Foods. 8/0^ 7 90 

MISCELLANEOUS. 

Emmons's Geological Guide-book of the Rocky Mountain Excursion of the 

International Congress of Geologists. Xarre 8vOb z 50 

Ferrel's Popular Treatise on the Winds. 8vOb 4 00 

FitxgenOd's Boston Macbfaiist i8mo, x 00 

Gannett's Statistical Abstract of the World a4mo, 75 

Haines's American Railway Management zamo, a 50 

* Hanusek'8 The Microeoopy of Technical Products. (Winton) 8vo, s 00 

Ricketts's History of Rensselaer Polytechnic Institute z8a4>z394. 

Large zamo^ 3 00 

Rotherham's Emphasized New Testament Large 8vo, a 00 

Standage's Decoration of Wood, Glass, Metal, etc zamo, a 00 

Thome's Structural and Phjrsiological Botany. (Bennett) z6mo, a as 

Westermaier's Oompendium of General Botany. (Schneider) 8vo, a 00 

Winslow's Elements of Applied Microscopy zao- ?, z 50 



HEBREW AND CHALDEE TEXT-BOOKS. 

Green's Elementary Hebrew Granunar lamo, z as 

GeseniuCs Hebrew and Chaldee Lexicon to the Old Testament Scriptures. 

(TregeUes) Small 4to, half mor. 5 00 
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